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INTRODUCTION 

"THE HANDS OF GOD" 

The laws of Nature are the thoughts of God. 

— ZSCHOKKB. 

Laws of Nature are God*s thoughts thinking 
themselves out in the orbits and tides, 

— Charles H. Parkhurst. 

Nature is the chart of God, mapping out all 
his attributes. — Tupper. 

Nature is but the name for an effect, whose 
cause is God, — Cowper. 

All Nature is one vast symbolism; every 
material fact has sheathed within it a spiritual 
truth. — Chapin. 

Nature is too thin a screen; the glory of the 
One breaks in everywhere. — Emerson. 

THE GREATEST thinkers of the 
world seem to concur in the belief 
that God works through Nature, 
and through his instrument, man. 
Man looks for his Heaven above, yet, 
possibly, his Heaven is beneath his feet, in 
embryo, rough and misshapen as it were, 
but, nevertheless, emerging from the warp 
and woof of human thought — a better, 
brighter world. 

For the law of humanity is the law of 
progress; "Five thousand years," said Col ton, 
"have added no improvement to the hive of 
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the bee, nor to the house of the beaver; but 
look at the habitations and the achievements 
of men!" 

Humanity moves forward — to what, none j 
seems to know; Tennyson perhaps expressed ( 
the thought in the stanza reading: 

One God, one law, one element, 
And one far-oR divine event 
To which the whole ci 



Look back through the years and we see i 
that man is conquering misery and poverty J 
and sickness; he is making the world a better I 
place in which to live. He can, if he will, 1 
create a material Heaven. He has accom- 
plished many stupendous things; he is des- | 
tined to accomplish many more as he learns '; 
to note, observe, think and apply. 

God works through man whom he teaches \ 
in the bitter school of experience when he 
refuses to follow the clues that Nature gives. 
In the words of Whipple, "Nature does not 
capriciously scatter her secrets as golden 
gifts to lazy pets and luxurious darlingSj 
but imposes tasks when she presents oppor- 
tunities, and uplifts him whom she would 
inform. The apple that she drops at the 
feet of Newton is but a coy invitation to 
follow her to the stars." 

Watt observed the steam of the fireside 
kettle lift the lid; from the clue thus given 
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we have railroads and steamships and dredges 
and shovels worked by elemental forces that 
set, each in its turn, a thousand enslaved 
muscles free. 

The world went without these things till 
one man saw, and thought, and applied. 
Sometimes improvement is forced upon us 
through the pressure of affliction. In the 
Middle Ages plagues deyasted the City of 
London ; in those same Middle Ages the grim 
old Cromwell became responsible for the 
epigram, "Trust in God, but keep your 
powder dry." No tinge of irreverence 
clouded the old soldier's thought. He ex- 
pressed a great fact; God does not cultivate 
weaklings; he intends a race of men. We 
must help ourselves. During the great 
plagues men prayed to God for help and 
surcease; they prayed in vain till they cleaned 
their streets of the filth that bred disease — 
then the plague vanished. They expected a 
miracle through prayer; it came through 
intelligent thought and action — the miracle 
of hygiene. The world came nearer Heaven. 

Dr. Albert C. Geyser* at a scientific 

♦ Professor of Physical Therapeutics. Fordham University; Late 
Clinical Instructor in Radiography and Radiotherapy at Cornell 
University; Lecturer in Electrotherapy and Radiography at the 
New York Polyclinic School and Hospital, etc. 
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meeting of the Essex County Medical Society 
said, in part: 

Medicine is fast ceasing to be an art; it is 
approaching the scientific stage. The rule of 
thumb and tradition has served a noble purpose, 
but is now a dead letter, and positive science has 
taken its place. We must revere and respect, but 
we must no longer be satisfied with the crude 
methods which were sufficient for our forefathers. 
Empiric medicine is a thing of the past. 

Perhaps, if we pause awhile on some of 
the terms used by Dr. Geyser in the 
above extract we will realize his meaning 
better; perhaps a better realization of his 
meaning may redound to mutual profit. Let 
us understand what the words "Art" and 
"Science" and "Empiric" stand for. For 
this purpose let us consult an authority in 
language precisely as we would consult an 
authority in surgery or medicine. 

"Knowledge of a single fact," says the 
New Standard Dictionary, "not known as 
related to any other, or of many facts not 
known as having any mutual relations or as 
comprehended under any general law, does 
not reach the meaning of science. Science 
is knowledge reduced to law and embodied 
in system. Art always relates to something 
to be done, science to something to be known. 
Science, as in the case of chemistry or elec- 
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tricity, is urged on to higher development by 
the demands of the arfy while the arf is 
perfected by the demands of the science. 

^'Science is the sum of universal knowledge 
as opposed to the empirical which means 
reliance on individual experience.** 

As the greater contains the less, so must 
the sum of universal knowledge be greater 
than that of individual experience. "When 
we have arrayed before us," continues Dr. 
Geyser, "all the various therapeutic measures 
they are legion. If one single measure could 
accomplish one-half of what is claimed for 
it there would be no more disease, every 
germ would be annihilated and the mil- 
lennium would be at hand. So far there is 
no systemy no pathy^ no rule by which disease 
can be cured.** 

Which means in its essence that the 
physician clinging to one idea, one method 
or one "pathy" in medicine, is empirical — 
is wrong. The brighter minds of the pro- 
fession, ceasing to rely on individual expe- 
rience when the special problem comes, or 
the baffling case arrives, draw on the sum of 
universal knowledge and apply all legitimate 
means or measures to relieve or cure the 



patient. -^ 

In this endeavor, electricity has been 
found to be a therapeutic agent of great 
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worth. Dr. Geyser in his very thoughtful 
paper on the subject has endeavored to show 
why by seeking for a logical explanation of 
the basic principles responsible for the effects 
seen in the use of this agent. The accuracy 
or otherwise of the conclusions arrived at 
we will leave to the individual judgment of 
the trained professional reader; nevertheless 
the facf remains that, whether the basic 
cause has been rightly or wrongfully inter- 
preted, the effect of the agent is to cure, in 
many circumstances, to again quote Dr. 
Geyser, "almost to the exclusion of any- 
thing else.** * 

Results deserve investigation, and, more 
important still, application. Results are prac- 
ticable and unanswerable. Electricity may 
be an unknown agent as regards its con- 
stituents or elements but when we know how 
to apply it, and when we witness its effects 
in positive cures, we can be content to accept 
it as at least one of the means by which we 
may relieve the misery and distress we daily 
find. 

Influenced by undoubted results — unques- 
tioned demonstrations — unassailable facts — 
The Thompson-Plaster Co., Inc., presents 
herewith to the medical profession ELEC- 

* Dr. Geyser's paper on this subject is reproduced in full elsewhere 
in this book. 
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TRO-THERAPY in the ABSTRACT/or /Ae 
BUSY PRACTITIONER by the celebrated 
Austrian E 1 e c t r o-Thero-Therapist, Dr. 
Matijaca, with the earnest wish that the 
specific instructions given will be found of 
daily use and service. Should such be the 
case we will feel amply repaid. 

If it is conceded that God works through 
Nature, and through his instrument, man, 
then it will be conceded that the physician 
carries a high and noble responsibility in the 
fact that he ministers to God's instrument, 
and his efforts are daily devoted toward 
eliminating friction and disease from the 
physical body that images the Maker. 

Reflecting on these things we feel the 
tremendous truth embodied in that epi- 
gramatical phrase terming the surgeon and 
physician "The Hands of God": 

Men who suppress their feelings, but who feel 
The painful feelings they desire to heal ; 
Patient in all their trials, they sustain 
The starts of passion, the reproach of pain; 
With hearts affected, but with looks serene, 
Intent they wait through all the solemn scene, 
Glad if a hope should rise from Nature's strife 
To aid their skill and save the lingering life; 
But this must virtue's generous effort be. 
And spring from nobler motives than a fee. 

If, through this book, we have aided even a 
little in the dissemination of practical knowl- 



12 Introduction 

edge to the profession at large, we will, 
we repeat, feel amply repaid, and we feel 
that the profession, actuated by the same 
generous interests that sway its daily actions, 
will acquit us of entirely mercenary motives 
in so doing. 

We hope we have aided a little in the task 
of making the world better. 



NOTE 

rriHE method of treatment given in the follow- 
J^ ing pages has been founded on personal 
observations of a great many practitioners, 
authorities on the subject, both in this country and 
in Europe, who unanimously report the cures re- 
sulting from its application. 

Books, periodicals and papers which have been 
read before various medical societies, etc., have 
been used for reference, but to enumerate all the 
pages from which facts have been gleaned for 
corroborative testimony concerning the method of 
treatment is impossible. 
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CHAPTER I 

DISEASES OF THE NERVOUS 

SYSTEM 

CHOREA 
(sT. VITUS dance) 

EFFLEUVE : Sharp stimulating spark 
to the spine, abdomen and extremi- 
ties, about 15 minutes, daily or 
every other day. 

Auto-condensation (400 milliamperes) from 
10 to 15 minutes alone or in connection with 
Effleuve. 

Ozone inhalation and Vibration may be also 
employed. 

EPILEPSY 

Some cases have been cured and scores 
of others relieved to a greater or less degree 
by the high-frequency currents. 

Effleuve over the brain and along the 
spine from 5 to 10 minutes daily or every 
other day. 

HEADACHES 

Migraine (Sick Headache) : Prolonged ap- 
plication of Effleuve over the seat of pain, 
keeping the electrode in light contact with 
the surface and Auto-condensation (300-800 

17 



18 Diseases of the nervous system 

milliamperes) 15 to 20 minutes, three times 
per week, affords relief. 

Frontal or Congestive Headaches: Effleuve: 
Pass the electrode back and forth over the 
seat of pain. Treat until relief takes place, 
which will be from 5 to 10 minutes. AtUo^ 
condensation (400-600 milliamperes) 10 to 15 
minutes. Inhibitive Vibration alone or in 
conjunction with Effleuve gives good results. 
Apply toward center of forehead, across the 
temples and from above downward in the 
occipital region, the neck under each ear 
and from first cervical to first dorsal vertebra. 
The effect sought will determine the duration. 
Ordinarily a soothing, agreeable sensation 
ensues at once. 

Headaches of Nervous Origin: Immediate 
relief is obtained by application of mild 
Effleuve over the affected area and along 
cervical vertebrae. Reddening of surface 
treated indicates that the application has 
been of sufficient length. Vibration as 
described under frontal headache. 

HYSTERIA 

If blood pressure is normal or high. Auto- 
condensation (250-350 milliamperes); or if 
blood pressure is subnormal, Effleuve sparks 
to spine and abdomen. 
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Hysterical contractures may be success- 
fully treated by direct stimulation of the 
muscles with Effieuve. 

INSOMNIA 

(sleeplessness) 

"There are few cases of insomnia that 
cannot be cured by high-frequency currents" 
(Eberhart). 

Effieuve with a strong current, keeping the 
electrode in light contact with the back of 
the head and neck for about 5 minutes, 
following with 3 to 4 minutes* application 
over the eyebrows. 

Follow the Effieuve with 10 minutes* Auto- 
condensation (400-600 milliam'peres). Treat 
daily, preferably in the latter part of the 
day. Patients often fall asleep while taking 
Auto-condensation. 

Vibration over heels, liver, stomach, kid- 
neys, chin and neck, and inhalation of Ozone 
in conjunction with high frequency give 
excellent results. 

Severe cases will require about three weeks' 
treatment. 

MERALGIA PAROESTHETICA 

Auto-condensation (300-400 milliamperes) 
for 10 minutes, followed by 10 minutes of 
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Effleuve over the affected area. Treat every 
day. 

NEURALGIA 

Dr. Somerville, of Edinburgh, claims that 
simple neuralgias are readily amenable to 
high-frequency treatment, and that the cure 
is almost invariably a permanent one. 

Effleuve to the seat of pain, raising the 
electrode occasionally to produce a sharp 
counter-irritant spark. Apply for lo minutes 
and follow with Auto-condensation (200-400 
milliamperes) from 10 to 15 minutes. Treat 
daily at first and then every other day until 
cured. 

Local application of Diathermy^ Hot air 
and a gentle Vibration over the affected part 
and along both sides of the spine from 5 to 
10 minutes is greatly beneficial. 

The treatment is essentially the same for 
all forms of neuralgia. 

NEURASTHENIA 

(nervous debility) 

When the blood pressure is high. Auto- 
condensation (150-400 milliamperes), from 10 
to 20 minutes daily. When the blood pressure 
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is low, AutO'Condensation is contra-indicated, 
but Effleuve sparks to the spine, solar plexus, 
neck and head are of value. 

Ozone inhalation and Vibration are also 
beneficial. 

NEURITIS 

Daily application of strong EffleuvCy keep- 
ing the electrode in close contact with the 
surface from 5 to lo minutes and (if the 
blood pressure is not subnormal) the Auto- 
condensation (300-600 milliamperes, from 10 
to 15 minutes) has given wonderful results 
even in cases that have resisted such treat- 
ment as blistering, application of iodine or 
galvanism. Local application of Diathermy y 
Biers hyperemia^ Hot air and in some cases 
even gentle Vibration over the spinal region 
corresponding to the origin and exit of the 
affected nerves gives good results. 

Explain to the patient that the first few 
treatments sometimes aggravate the pain. 

BRACHIAL NEURITIS AND 
TRIFACIAL NEURITIS 

Same treatment as for Neuritis. 
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OCCUPATION NEUROSES 

(professional cramp) 

Electrical treatment of occupational neu- 
roses is the only one that gives satisfactory 
results. Apply Effleuve for lo minutes to the 
affected hand and arm. Keep the tube in 
light contact with the skin and apply from 
the finger tips to and including the shoulder 
area, brachial plexus and spinal centers. 
When this application is made to the spinal 
centers the tube is raised a little so as to 
produce a stimulating spark. 

Auto-condensatioriy Diathermy or Hot air 
preceding the Effleuve is very beneficial. Dr. 
Snow, of New York, considers Vibration to 
be of exceptional value if used alone or in 
conjunction with other methods. 

paralysis 

Effleuve along the course of the affected 
muscles. Raise the electrode occasionally 
to produce spark, 5 to lo minutes daily. 

Vibration with heavy pressure on each side 
of the spine from fourth cervical to the 
coccyx, also over hands, heels, occipital 
region and affected parts. Once or twice 
daily from 5 to 10 minutes. 

Sinusoidal current is also of value. 
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PARALYSIS AGITANS 

(Parkinson's disease; shaking palsy) 

If the blood pressure is high, lo to 15 
minutes of Auto-condensatioriy while if the 
blood pressure is low, Effleuve sparks over the 
spine and abdomen. General Vibration for 
15 to 20 minutes, directing special attention 
to the extremities will soon mitigate some of 
the symptoms, viz., headache, insomnia, 
neuralgias, etc. 

Prof. Wintermitz, of Vienna, claims that 
Sinusoidal or faradic current in the form of a 
bath will often produce surprising results. 
Bi-polar application at a temperature of 98*^ 
F., beginning with 5 minutes' and increasing 
to 15 minutes' duration. Daily treatments 
for 4 or 5 weeks. 



PARALYSIS, FACIAL 

(bell's palsy) 

Effleuve 5 minutes daily. If there be any 
trouble with the eye of the affected side, 
such as dropping of the lower lid, or con- 
junctivitis, apply Effleuve also over the eye 
for 5 minutes. 
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PARALYSIS, INFANTILE 

(anterior poliomyelitis) 

There is no organic disease along the entire 
range of nervous diseases to which electricity 
is of such universal benefit as poliomyelitis. 
The children who have been electrically 
treated "furnished a contingent of cases^ 
cither cured or improved, in a proportion 
far larger than those who have been left 
untreated" (Guilleminot). 

Electrical treatment should not, however, 
begin until the febrile period has passed. 

EffleuvCj allowing a stimulating spark to 
spine and over all the paralyzed muscles. 

Atdo^ondensationy due to its tonic action, 
is highly recommended. 

"D' Arsonval surgingSy with the connection 
made directly to the ankles when the legs 
are affected, are of marked benefit because of 
the muscular contractions produced" (Eber- 
hart). 

Rapid sinus oidalization: (Dr. A. Geyser, 
of New York). The foot of the affected 
limb is placed in a foot-bath connected with 
one electrode and the other electrode is 
placed over the lumbar region. Always 
begin with an interrupted current. 

Vibraiion is also beneficial. 
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SCIATICA 

EffleuvCy AutO'Condensatioriy local applica- 
tion of Diathermy y Hot air and Bier^s hyper^ 
emia produce highly satisfactory effects. 

Apply Effieuve along the course of the 
nerve, lower part ot the spine and over pain- 
ful areas, lo to 15 minutes daily or every 
other day. Follow with Auto-condensation 
(200-400 milliamperes) 10 to 15 minutes. 

TABES DORSALIS 

(locomotor ataxia) 

In genuine tabes a cure should not be 
looked for by any therapeutic agent; but 
electricity, if used in the initial and ataxic 
stage, will check or at least modify the course 
of the disease. 

Effieuve (sharp sparks) to the spine, but- 
tocks, abdomen and back of legs, 15 to 20 
minutes. Follow with 10 minutes of Auto^ 
condensation. 

Vibration or Sinusoidal current to the 
spinal segments corresponding to the painful 
areas frequently gives immediate analgesic 
effect. 

Diathermy is considered practically a spe- 
cific for the relief of lancinating pains. Dr. 
Abrams, of San Francisco, usually applies 
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the diathermic current to the vertebral sides, 
corresponding to the seat of pain; he places 
the spinal electrodes on either side of the 
spinal column and treats daily at first, 
gradually decreasing to three times a week. 



CHAPTER II 

DISEASES OF BONES AND JOINTS 

ANKYLOSIS 

DIATHERMY: "Although slow in 
results, the final outcome is more 
than gratifying when this current 
has been faithfully and persistently 
used. The end to be obtained is always to 
create sufficient heat within the tissues to 
cause Nature to absorb the unnecessary 
fibrous deposit" (Dr. A. Geyser). 

ARTHRITIS 

(rheumatoid and gonorrheal) 

Diathermy: Apply the zinc electrode or 
lead foil to the part which is to be treated. 
The zinc electrode (if possible larger than the 
active) placed, if possible, so that the cur- 
rent will flow between the two electrodes at 
right angles to their surface. Use from 
1,000 to 2,000 milliamperes, for 30 minutes 
daily or every other day. 

Prolonged application of Effleuve relieves 
pain, prevents further development of the 
disease and often has a decidedly beneficial 
eflFect. 

27 
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Auto-condensation combined with Vibra^ 
tion of the affected part is beneficial. 

(High-frequency currents should not be 
employed in the acute rheumatoid arthritis 
during febrile period). 

INFLAMMATION OF JOINTS 

In inflammation of joints due to gonococ- 
cus, streptococcus, pneumococcus, or tubercle 
bacillus, the infection germs are destroyed 
by the X-ray and the Auto-condensation y 
followed by Effleuve. 

RACHITIS 

Sinusoidal current in the form of a bath 
has proved very beneficial in this affection. 
Two or three baths may be given per week, 
each of 20 minutes' duration. After a few 
treatments the disease is arrested, the 
osseous deformities diminish and marked 
general improvement takes place (Larat, 
Sagretti and Gautier). Effleuve is also bene- 
ficial. 

SYNOVITIS 

Effleuve: In the acute form long sedative 
application using a low vacuum tube without 
producing a spark. 

In chronic cases the blue-white vacuum 
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with a short, thick, counter-irritant spark 
is preferred. 

In both acute and chronic forms, Auto- 

condensation (400 milliamperes) from 10 to 
15 minutes daily or every other day is also 
very beneficial. 



CHAPTER IV 

GENERAL DISEASES 

ANEMIA AND CHLOROSIS 

AUTO-CONDENSATION (300^800 
/% milliamperes) 10 to 15 minutes 
I ^ daily or every other day. 

^^ Ozone inhalations are exceedingly 
valuable from a therapeutic standpoint^ and 
give better and prompter results than any 
other form of medication" (Dr. A. Caille). 

ANGINA PECTORIS 

(stenocardia) 
Auto-condensation if hypertension exists. 

ARTERIOSCLEROSIS AND 
HYPERTENSION 

"Observations and investigations show the 
remarkable effect of Auto-condensation as 
employed with the high-frequency currents, 
administered according to the methods of 
D' Arsonval, to be particularly effective in 
lowering and maintaining within the range of 
safety the arterial tension" (Dr. Wm. Benham 
Snow, of New York). 

AutO'Condensation (300-800 milliamperes) 
from 10 to 20 minutes daily or every other 
day is considered a specific. 

32 
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Sharp, stimulating sparks {Effleuve) to the 
spine are contra-indicated as these tend to 
raise the blood pressure still higher. 

"I find in lowering high arterial pressures 
that I get best results by giving five minutes' 
treatment with auto-condensation, followed 
by five minutes' rest period, and then another 
five minutes' treatment in same way. This 
gives better results than continuous treat- 
ment of fifteen minutes" (Cruikshank) . 

DIABETES 

Auto-condensation (400-800 milliamperes) 
from 10 to 20 minutes, daily at first and three 
times per week as the sugar diminishes and 
general condition improves. Eberhart claims 
that Auto-condensation is the best single 
remedy that we have for diabetes. 

Effleuve, Vibration or Sinusoidal current 
over the epigastrium and back have proved 
of value. 

GOITRE 

(simple and exophthalmic) 

Effleuve over the sides of the neck as well 
as over the goitre itself, keeping the tube 
in light contact with the surface for 5 minutes, 
and after this raising it so as to allow as 
sharp a spark as the patient can bear for 
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2 to J minutes. Follow with Aulo-conden- 
sation for lo or 15 minutes. 

X-ray: "There are good, scientific and 
theoretic reasons for employing the X-rays 
in exophthalmic goitre" (Dr. Israel Bram, 
Philadelphia, in Merck's Archives, New York, 
January, 1913). 

yibration over the middle cervical gang- 
lion is also recommended. 



Auto-tondensalson (300-800 milliamperes) 
10 to 15 minutes daily or every other day. 

Effituve (avoiding all sparking), gentle 
Vibration and local application of Hot air 
may be also employed with good results. 
Don't treat during an acute attack. Some- 
times after the first few treatments pain is 
slightly aggravated, therefore it is advisable 
to start with a 5-minutes' treatment and 
gradually increase it. 

In chronic cases, bi-polar application of 
Diathermy may be employed with gratifying 
results. 

hypotension 
(low blood pressure) 

Sharp, stimulating {Effleuve) sparks to the 
spine and solar plexus. Auto-condensation 
is distinctly contra-indicated. 
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LEUKEMIA 

X-ray is the best remedy we possess. 

Effleuve is contra-indicated but good re- 
sults are to be expected from Auto-conden- 
sation. 

MYOCARDITIS 

AutO'Condensation not only decreases the 
blood pressure and removes the load from 
the heart, but has a distinctly tonic action 
upon the heart muscle. It causes a diminu- 
tion in the transverse diameter of the heart, 
it causes increased elimination through the 
kidneys, it produces a tonic effect upon the 
body, and has a distinctly sedative influence 
upon the mind. (Dr. W. T. S. Dodds, In- 
dianapolis, Ind.) 

NEPHRITIS 

(bright's disease; albuminuria) 

Auto-condensation lo or 15 minutes a day 
in connection with Effleuve over the kidney 
regions, causes the quick disappearance of 
albumen and lowers the blood pressure when 
hypertension exists (which is always the case 
in chronic interstitial nephritis). 

OBESITY 

(corpulence) 

Auto-condensation (350-800 milliamperes) 
from 10 to 20 minutes daily will reduce or 
redistribute weight, giving greater comfort. 
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Vihralion (with heavy pressure) over and 
around abdomen, and the back along the 
ribs and the lumbar vertebrae, is also indi- 



Mild Effleuve^ keeping the electrode in 
light contact with the shin affords relief. 

rheumatism 

(chronic articular) 

"High-frequency currents are of excep- 
tional value in muscular and in chrome 
articular rheumatism" (Eberhart). 

Auto-condensation (300-800 milli amperes), 
10 minutes daily, is the best treatment in 
chronic rheumatism. 

Effleuve may be employed in conjunction 
with or as a substitute to Aulo-condemation. 
Apply over the affected areas from 15 to 10 
minutes. 

yibralion to the painful areas, also from the 
third cervical vertebra to the coccyx on each 
side of the spine, also abdominal from the 
liver to the stomach, 10 to 15 minutes (or 
until relieved), daily, immediately stops the 
pain by stimulating the circulation. 

Diathermy, application of Hot air and 
Bier's hyperemia, unquestionably occupy the 
front rank as therapeutic agents. 

(See also Lumbago and Torticollis.) 
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GONORRHEAL RHEUMATISM 

Treatment as indicated for chronic ar- 
ticular rheumatism. 

Dr. J. Dard^l, in Medical Record of Jan- 
uary 25, 1913, considers Hot air and Bier^s 
hyperemia far more trustworthy than the 
other measures. 

In obstinate cases X-rays may be em- 
ployed. 



SURGICAL CONDITIONS 

POST FRACTURE TREATMENT 

EFFLEUVE and Fibration are of great I 
benefit in restoring a normal condi- " 
tion of the parts. Their physiological 
action clearly indicates their value 
in this condition (Eberhart). 

Diathermy, employed in the same way as J 
for sprains, is beneficial. 




Prompt application of Effieuve, lo to 20 1 
minutes daily, will reduce the swelling and I 
discoloration, and relieve the pain. If sprain ] 
is old and the part is indurated and adhesions I 
have formed, sharp spark should be applied* J 
so as to produce marked reddening of the 1 
skin as counter-irritation is necessary. 

Diathermy, 10 to 15 minutes daily, with! 
both electrodes on same side, separated four 1 
or five inches, moved from time to time so as { 
to avoid uncomfortable heat. Local nutri- 
tion, relief of stiffness and rapid restoration I 
of muscular tone will follow this treatment. 

Auto-condensation, vibrating the part at ' 
the same time, is of value. 



_ \euve with mild current, allowing just a | 
feeling of warmth, 5 to 6 minutes every other 
day. 



CHAPTER VI 

DISEASES OF THE SKIN 

acne vulgaris 

(pimples) 

EFFLEUVEj 7 to 12 minutes, three to 
six times per week. Keep the elec- 
trode iiT light contact with the skin 
and move it rapidly back and forth 
over the surface. Don't allow it to remain 
stationary over any point. If the electrode 
sticks to the skin dust it with talcum powder. 
Where pustules are forming raise the electrode 
for 15 to 20 seconds and allow a reasonably 
sharp spark (or apply Fulguration, 2 to 5 
seconds per pustule). Effleuve spark often 
aborts the pustules, and even if it does not, 
will limit their size. 

X-ray acts as an irritant or more probably 
by producing atrophy of the sebaceous glands. 
If used in conjunction with Effleuve a cure 
should be effected in practically every case. 
Use a low or medium tube at a distance of 
16 inches from the face and expose first one 
side of the face for three minutes and then 
the other. Treat once a week. One to three 
applications usually are sufficient for a per- 
manent cure. Follow the X-ray treatment 
with Effleuve. 



^ 
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ACNE ROSACEA 



Fuiguratiotiy regulating the strength in 
accordance with the tolerance of the patient. 
Treat from 2 to 3 minutes (or longer) at a 
sitting according to the amount of destruc- 
tion required. Don't repeat until the effect 
of the first treatment has subsided, which 
will average from 5 to 8 days. A spark from 
vacuum electrode may be employed in place 
of Fulguration. 

Effieuve from 6 to 8 minutes every other 
day or if conditions are favorable every day. 

ALOPECIA 
(loss of hair) 

Effieuve, producing an intense vaso-motor 
reaction, is an ideal remedy in cases of bald- 
ness due to a faulty nutrition. Keep the 
electrode in light contact with the scalp, 
and occasionally raise slightly, allowing a 
short but rather intense spark. Move the 
• electrode over the scalp from 5 to 10 minutes 
at a treatment. To get the best results 
Eberhart advises a daily treatment, and if 
possible even two short treatments per day. 
If irritation is produced lengthen interval 
between treatment. 

Prof. Biers hyperemia and few minutes of 
Vih~atioTi in conjunction with Effieuve are 
recommended. 
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ALOPECIA AREATA 

X-raySy employing a medium or high tube, 
at an interval of a fortnight between the 
treatments. The scalp is particularly sensi- 
tive to the X-ray ^ therefore the dose must be 
varied according to circumstances. It should 
not produce any reaction above the first 
d^ee. 

Remember that X-rays in small doses 
stimulate the growth of hair, by exciting the 
physiological function of the papillae, while 
in strong doses X-rays act as a depilating 
agent. 

Effleuve (as described under alopecia) alone 
or in conjunction with the X-ray is of value. 

CONDYLOMATA 

(wARTS) 

By means of Fulguration warts are usually 
destroyed with one application. A dry crust 
at once forms which separates and falls off 
in from three days to one week, depending 
upon the size of the area destroyed. Apply 
the minute spark until the growth is dis- 
tinctly reddened. 

CHILBLAINS 

EffleuvCy which rapidly improves the cir- 
culation and almost instantly relieves pain, 
has cured chilblains after a few treatments. 
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Apply over the chilblain or move slowly 
filuuit Tor lo minutes or until relieved. An 
c'Ic'iCrtHic exhausted to a very high vacuum 
\h pirlVrrcil. Repeat daily or every other 
iliiy uncil cured. 

ECZEMA 

l\ffli$fiv is un invaluable adjunct to the 
\ 9,i\\ hue successful results have been 
nhdiihcil, t*vrn Nvhen used independently, in 
Mlmu.^t all varieties of cczematous inflamma- 
lliiuh Msr a strong current, but keep the 
rlii iiiulc \\\ K'wwxtxcx with the surface. Treat 
ilallv oi \\r\\ \m\\cv day from 2 to 3 minutes 
UNCI ti«ih region. If there is intense itching, 
iiiIm- (he lUvcroile, so as to produce a mod- 
rhiicly hhiOi* spark which is very effective 
anil ayii'calnr (o the patient. 

thfii I oHJ**H,u$tioH and Ihoptr spray are also 
III value. 

//h/ tUt: iVrhnann-Hechet reports (in 
i\li,Un§/ CvJo/it^Ma and Medical Bulletin^ 
h>i 4, pp. if»'/, ^iH) successful employment of' 
//«/ ah III! ally in jf; cases of eczema in in- 
lanth. Applications were made once daily 
III! s III hi niiniites; affected region then 
(iivrrnl with olive oil. 

SiiihMadalhviXh at a temperature of 98^- 
iiki" l\, IttNting from 25 to 40 minutes (de- 
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pending on the constitution of the patient) 
nas produced remarkable results. 

HERPES ZOSTER 

(shingles) 

"Effleuve to the eruption in herpes is al- 
most uniformly serviceable in hastening a 
cure" (Eberhart). 

Apply through a layer of gauze over the 
eruption and along nerve trunks supplying 
the affected area. Daily treatments as long 
as required. Two to four applications or- 
dinarily give permanent relief. 

Ozone inhalation and Vibration produce a 
tonic effect. 

LUPUS 

X-ray: Two or three exposures per week 
with a medium tube. Duration from i to 3 
minutes. Avoid any reaction greater than a 
superficial erythema. Low frequency and 
low voltage to energize the coil are best for 
maximum effects. Schall believes that the 
success of the treatment lies in setting up 
neuritis of the nerve terminations. 

Effleuve: "Although the Finsen light and 
the X-ray are probably superior, the high 
frequency has been so successful that it 
should be employed in connection with the 
X-ray'' (Eberhart). 
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In order to get the escharotic effect use 
a sharp spark, although sometimes it is 
advisable to keep the electrode in light con- 
tact with the lupus. 

Nodules are successfully destroyed by 
Fulguration. Await the result of one treat- 
ment before giving another. 

MOLES, VASCULAR NEVI, WINE MARKS, ETC. 

Fulguration gives very satisfactory results. 
Unless the area is very large, complete the 
destruction if possible at one sitting. Des- 
troy the tissue perfectly evenly and not too 
deeply as there may be cupping, irregularity 
of surface and, if the spark is not too hot, 
even a heloid. 

PSORIASIS 

Effleuve and X-ray hold the first place 
among curative agents for psoriasis. 

Recent patches disappear after a few treat- 
ments, while those of longer duration may 
require some months of treatment. Treat 
same as Eczema. 

Auto-condensation (for its constitutional 
action) and Hot air are also advised. 
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RINGWORM 

(tinea) 

"In ringworm and all forms of tinea the 
X-ray is the best treatment, supplemented 
by Effleuve either by direct contact or by a 
reasonably sharp spark" (Eberhart). 

SEBORRHEA 

(dandruff) 

Effleuve keeping the electrode in light con- 
tact with the surface treated and passing 
back and forth about lo minutes, repeating 
three to six times per week. Shampoo the 
scalp before treatment (Eberhart). 

SYCOSIS 

(barber's itch) 

X-ray with a medium tube lo to 12 inches 
from the surface 3 to 5 minutes at intervals 
of 2 to 4 days is the best method, but it may 
be advantageously supplemented by applica- 
tion of Effleuve spark over the surface and 
about the edges, according to the tolerance 
of the patient. (When there are purulent 
pockets with deep infiltrations. X-rays are 
useless and even dangerous on account of the 
facility with which radio-dermatitis oqcurs 
in diseased tissues). 

Mild Fulguration may be also employed. 

4 
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(cH&osnc) 

Effleuoe: Use at first a sharp spark, wiiidi 
is not only locally germicidal, bat abo 
converts the chronic into an acute coa£tion 
which will heal rapidly. Afterward treat 
with the strong current, bat keep die elec- 
trode in contact with the part. 

Fulguratiorij with a mild current, may be 
employed, previously producing a local anes- 
thoia with 4 per cent, of cocaine. 

Ozoffie spray is positively curative. 

Hoi air and Diathermj are very benefidaL 




CHAPTER VII 

DISEASES OF THE RESPIRA- 
TORY SYSTEM 

APHONIA 

(loss of voice) 

IBRATION of the neck, throat, 
liver and stomach. Use medium 
pressure. 

In hysterical aphonia, treat the 
laryngeal region with Effleuve lifting the 
electrode so as to allow a shower of sparks. 

ASTHMA 

(bronchial) 

Many cases of relief are reported and a 
good percentage of permanent cures by the 
application of Effleuve along the spine for 
about lo minutes daily, also over the chest 
and over throat glands. Apply through 
underclothing so as to allow as sharp a spark 
as the patient can bear. 

Ozone inhalation is highly beneficial. 

Diathermy: About 1,500 milliamperes for 
30 minutes daily or even twice daily, for 
two or three weeks, then less often. Apply 
a tinfoil electrode over each upper part of 
the anterior chest wall connected with one 

47 
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pole; the other pole is connected to an elec- 
trode of similar size placed over posterior of 
the chest. Relapses after six months to one 
year are liable (Dr. A. Geyser). 

yibralion is especially useful in connection 
with Effieuve, and should be applied daily 
and early in the day, if possible. Application 
should be alternately on each side between 
the transverse processes of the spine, about 
three times unless sensitive spots are found 
(as there will be in most cases), when deep 
vibration should be used very lightly six or 
eight times. Allow the patient to rest a few 
minutes, then let him lie on his back with ribs 
elevated by a pillow under the thorax. 

Sinusoidal current (rapid): Stimulate 
lung reflex of contraction, placing one elec- 
trode over the spines of the fourth and fifth 
cervical vertebra: and the other over the 
sacrum. Strong current, 15 to 50 minutes 
daily. The interrupting electrode may be 
used over the cervical vertebne. 

BRONCHITIS 

Auto-condensation (400-800 milliamperes) 
for 10 minutes followed by 10 to 15 minutes 
of Effieuse to the chest and back, causing a 
reddening. Daily. 

Ozone inhalation. 

Vibration on each side of the front part of 
the neck and throat, to front and back of the 
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chest, with medium pressure. Also on each 
side of the spine from middle dorsal to lum- 
bar with heavy pressure, 5 minutes once or 
twice daily. Vibration thoroughly removes 
congestion and makes easier the expectora- 
tion. 

PNEUMONIA 

Apply Effleuve twice daily to the back 
and chest through underclothing until flesh 
becomes red indicating a proper degree of 
counter-irritation. 

Inhalation of ozone from 10 to 15 minutes 
once or twice daily. 



Dr. Cniikshank. of Pittsburg. Pa., and Dr. Shanlis, of Indiana, 
Pau, report tome remarkable results obtained with our E Cabinet in 
treating pneumonia. An 8-inch Thermo Pylene abdominal pad is 
plaoed over lungs and an Avto-^ondensation paA slipped under shoulders 
of patient. Connections are made as for AuUxondensation with 
■witch F on No. 1 point for 5 minutes and then on point No. 2 for 
IS minute^. It promptly rdieves su£fering. reduces fever and im- 
proves respiration. 

We believe this is of great value and we will be glad to give 
yoa further information on this subject if you so desire. 

TUBERCULOSIS OF THE LXWGS 

Read article by Dr. Albert Geyser, published in another part 
of this book. 

**The author finds that in 759 cases of tuberculosis of the 
lungs treated by this method of using the X-ray, EleOricity and 
Owou€, after fourteen years, there are 566 of these patients living; 102 
are lost sight of, and 91 are dead, and he considers that the results 
with these cases certainly entitle the X-ray, which is the comer-stone 
of the treatment, to a very high place in the therapy of tuberculosis.'' 

—(Gibson). 
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CHAPTER VIII 

DISEASES OF THE ALIMEN- 
TARY SYSTEM 

CONSTIPATION 

EFFLEUVE per rectum 7 minutes and 
over the abdomen 10 minutes daily. 
The lower the frequency, the more 
effective the treatment. 
Auto-condensation (600 milliamperes) for 
10 minutes, with metal plate over the ab- 
domen. 

Vibralion on and between lumbar vertebrse, 
also on and around abdomen, following the 
colon. Heavy pressure. Daily, 5 to 10 
minutes. 

Colon dilatation. Let the patient lie upon 
the left side and introduce the dilator into 
the rectum. 

COLITIS 

Auto-condensation (4C0 milliamperes) foj 
10 or 15 minutes followed by 15 minutei' 
Effleuve passed lightly over the bowel area^ 
either in contact with the skin or througn 
the underclothing (both low and high fre 
quency being recommended). Daily 
plications until improvement takes place anq 
then three times a week until cured. 



^m^ 
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Diathermy (2,000 milliamperes) for 30 min- 
utes daily for at least two weeks, then three 
times per week for four to six weeks longer. 
Apply a tinfoil over the abdomen and the 
back as large as can be placed. 

DYSPEPSIA 

Effleuve over the stomach and solar plexus, 
10 to 15 minutes daily. 

Auto-condensation (400-600 milliamperes) 
1 5 minutes daily. (Instead of a handle place 
a broad metal electrode over the stomach). 

Sinusoidal current with one electrode on 
the back at the level of the eight dorsal 
vertebrae, and passing the other over the 
epigastric region by means of a larger roller 
or pad. The treatment should be admin- 
istered one and one-half to two hours after 
the patient has taken his meal. 

FISSURE, ANAL 

Effleuve by means of the rectal electrode, 
from 3 to 7 minutes daily or every other 
day. The strength should be used according 
to the severity of the case. Tiring the patient 
by long treatment should be avoided. The 
electrode should be well lubricated with 
vaseline and passed well up into the rectum, 
so as to be in contact with the whole breadth 
of the sphincter. Usually improvement is 
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rapid; the pain in the sphincter gradually 
diminishes, the fissures become dcatrized and 
spasms yield readily (Doumer). 

GASTRITIS 

Effleuve over the stomach 5 minutes daily, 
followed by Auto-condensation (400 milli- 
amperes) for about 10 minutes. 

Vibration over the stomach and solar 
plexus. 

HEMORRHOIDS 

Effleuve by means of a rectal electrode from 
5 to 7 minutes daily. This may be combined 
with Auto-condensation (400-500 milliam- 
pcres) for 10 minutes. 

PROLAPSE OF THE RECTUM 

This condition has been relieved entirely 
by rectal application of Effleuve. Treatment 
at intervals of two days, lasting from 5 to 7 
minutes. For infants or children an insu- 
lated urethral electrode should be used. 

STOMACH, CATARRH OF 

Effleuve to the stomach and abdomen, 
alone or in combination with Auto-condensa^ 
tion (400-600 milliamperes) 10 to 15 minutes 
daily. 



CHAPTER IX 
DISEASES OF THE EYE 

IN EMPLOYING high-frequency current 
to the eye, the vacuum electrode is held 
in a light but firm contact with the 
closed eyelids. Mild current of extreme 
frequency should be used from 3 to 10 min- 
utes daily or as desired. 

Vibration, which relieves muscular tension, 
assists elimination and absorption and stimu- 
lates the functions of the various structures 
of the eye, is indicated for twitching of the 
eyelids, blepharospasm and glaucoma. It is, 
however, contra-indicated in conjunctivitis, 
iritis, keratitis, scleritis, inflammation of the 
ciliary body, and after accidents or purposive 
wounds. 

In the treatment of the eye the greatest 
gentleness must be employed, avoiding the 
possibility of causing injury, and a study 
of the blood pressure should be made in 
every case. 

ASTHENOPIA 

Effietive with as strong a current as the 

patient can bear. Apply rapidly, over the 

underclothing, up and down the spine for 

3 minutes. Follow the spinal treatment by 
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an application to the back of the head and 
neck for 3 minutes. Three to 6 treatments 
per week. Ozone inhalaiion and yibration 
are useful adjuncts (Eberhart). 



In the early stages of cataract benefit may 
be expected in a reasonable percentage of 
cases, applying Effieuve 5 minutes daily, with 
mild current. (Blue-white or white vacuum 
electrodes are most suitable.) 



Effieuve relieves pain and reduces the 
inflammation. In syphiHtic iritis Eberhart 
has had especially satisfactory results in 
breaking up the adhesions which have formed. 

TRACHOMA 
Eberhart claims that trachoma is success- 
fully treated with Effieuve in connection with 
the X-ray, or using an electrode exhausted 
W a vacuum high enough to give off some 
X-rays. Mild current from 3 to 5 minutes 
daily, taking care not to cause any irritation. 



CHAPTER X 
DISEASES OF THE EAR 

HIGH-FREQUENCY current is 
indicated in catarrhal deafness, 
tinitus aurium and chronic mid- 
dle ear affections. In treating 
the ear the peculiar mechanical effects, as 
well as the high-tension inductive effects on 
the deeper tissue are of special value. A 
sensation of warmth is produced and con- 
gestion, inflammation and pain are almost 
immediately relieved. The strength is grad- 
ually increased and the best method of 
regulating the length of the treatment is 
to allow the electrode to remain until the 
heat effect becomes a little uncomfortable, but 
under no circumstances is it advised to con- 
tinue the treatment longer than 7 minutes. 
Hot air and the Pneumatic vibration (Tym- 
panum massage) have been found of excep- 
tional value in the treatment of ear affections, 
and if used in conjunction with the Effieuve 
excellent results will be obtained in the 
majority of cases. 

DEAFNESS. CATARRHAL 

Effieuoe in the ear and the nose if used 

in conjunction with the insuflation of Hot 
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air and Pneumatic vibration is conadered" 
almost a specific in this condition, and 
remarkable results will be obtained in ninety 
f)er cent, of cases treated. Treat daily or 
every other day. i 

EARACHE I 

(acute non-suppurative otitis media) I 

Effieuve, applied by means of an ear elec- 
trode, using a mild current, due to the heat 
produced will frequently relieve this symp- 
tom. Effieuve over the mastoid may be also 
employed. 

Insulation of Hot air is also recommended. 

CHRONIC SUPPURATIVE OTITIS MEDIA 

Effieuve and X-ray are indicated. 

Ozone spray, administered through a eus- 
tachian catheter into the middle ear, for 
about 4 minutes at a time, daily or every 
other day, gives good results. 

tinitus aurium 
(ringing in the ears) 

Effieuve by means of the ear electrode hul 
proved curative. Condensing electrode, overl 
the mastoid process and in front of the I 
external auditory meatus also produces good I 
results. 
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Auto-condensation (300 milliamperes) for 
10 minutes with vibration around the ears 
and over the forehead. 

Ozone: Dr. Stoker, of the London Throat 
Hospital, reports remarkable improvement 
in every case with ozone spray, passed 
through a eustachian catheter into the mid- 
dle ear for about 4 minutes at a time daily or 
every other day. 



CHAPTER XI 
DISEASES OF THE NOSE 

NASAL CATARRH 

EFFLEUVE by means of a nasal elec- 
trode and a mild current, treating 
from 3 to 4 minutes on each side, 
followed by an application to the 
nose externally with a surface electrode. 

Insuflation with Hot air and inhalation of 
Ozone are greatly beneficial. (Place a few 
drops of pine needle oil in Ozone generator.) 
Vibration to the root and each side of the 
neck and back of the head; also between the 
eyes and cheeks, lo to 15 minutes daily. 

OZOENA 

(atrophic rhinitis) 

Effleuve gives excellent results relieving 
both the odbr and the discharge. Apply 
with nasal electrode, i to 3 minutes, and 
follow this by the application to the mucous 
membrane of the pharynx, depressing the 
tongue with a glass depressor. 

Ozone inhalations are also beneficial. 
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CHAPTER XII 

GYNECOLOGY 

ADHESIONS 

(pelvic) 

INTRA-VAGINAL application of £^«r^ 
for 7 minutes and mild sparks over 
abdomen. 

Auto-condensation and Vibration may 
be also employed with benefit. 
Treat daily or every other day. 

AMENORRHEA 

Auto-condensation (400-600 milliamperes) 
from 10 to 15 minutes every other day. 

Intra-vaginal application of Effleuve from 
3 to 5 minutes and Vibration are also very 
eflFective. 

CERVICITIS 

Effleuvey by means of an insulated vaginal 
electrode, from 5 to 7 minutes every other 
day. If the cervix is considerably enlarged 
Vibration, applied directly to the cervix, will 
be found very serviceable. 

ENDOCERVICITIS 

Rapid Sinusoidal: Apply pad on abdomen 
and vaginal electrode for 15 minutes, every 
other day. 
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ENDOMETRITIS 

Treat same as Cervicitis. 

LEUCORRHEA 

Intra-vaginal application of Effleuve from 
3 to 5 minutes for the first few days. Treat 
daily and gradually increase the length of the 
application up to 7 minutes. Sparks over the 
lumbar re^on, Auto^ondensation (when in- 
dicated by general condition), Vibration and 
antiseptic douches if used in connection with 
Effleuve will cure these cases. 

MENOPAUSE 

"High-frequency currents are particularly 
suited to alleviating the various nervous 
symptoms that accompany 'change of life' " 
(Eberhart). 

Auto-condensation (300-800 milliamperes) 
from 10 to 20 minutes every other day is the 
most satisfactory method. 

Effleuve, keeping the electrode in light 
contact with the skin, if applied along the 
spine, abdomen, back of the head and neck, 
from 15 to 20 minutes, is also beneficial. 

PYOSALPINX 

Intra-vaginal application of Effleuve, 7 
minutes daily, has proved eflPective in some 
cases. 
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VAGINITIS 

Scores of cases of speedy relief and prompt 
cure have been reported by the intra- vaginal 
application of Effleuve. 



CHAPTER XIII 

ANDROLOGY 

EPIDIDYMITIS 

EFFLEUVE, passing the electrode 
fully over the scrotum for several 
minutes, avoiding sparks. Treat 
daily or every other day. In acute 
form a low vacuum tube, while in the chronic 
form a high vacuum tube is indicated. 

X-ray may be used in connection with 
Effleuve but the sound organ must be care- 
fully protected during the treatment. 

GLEET AND GONORRHEA 

Administration of Effleuve by means of 
the insulated urethral electrode from 5 to 
7 minutes daily or every other day gives 
excellent results. The higher the vacuum 
of the electrode, the better the result. If 
urethral electrode cannot be used on account 
of hypersensitive urethra, the insulated rectal 
or prostatic electrode, through the rectum, 
will give relief. During the early stages of 
the treatment the discharge usually increases, 
then gradually diminishes and should entirely 
cease before the tenth treatment, except in 
very stubborn cases. 

62 



Andrology 63 

IMPOTENCE 

Effleuve keeping the electrode in loose con- 
tact with the surface and passing it back and 
forth over generative organs, perineum, ingui- 
nal and bladder regions and to the lower 
half of the spine, also per rectum, is very 
beneficial. 

Pneumatic vibration also Biers hyperemia 
with Vibration is also highly recommended. 

ORCHITIS 

Treat same as Epididymitis. 

SPERMATORRHEA 

(seminal emissions) 

Effleuve sparks to the lower part of the 
spine followed by a 7-minute treatment to 
the seminal vesicles by means of the rectal 
electrode. 

URETHRAL STRICTURE 

It is not claimed that Effleuve by means 
of the urethral electrode will cure every 
case, but Eberhart has had excellent results 
in a large number of cases, treating for about 
7 minutes daily or every other day. 
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ment of steel, and a ton of coal consumed in 
its vitals flashes htm over the surface of the 
earth at sixty miles an hour; another instru- 
ment carries him in soaring flights through 
the atmosphere, a mile above the earth, 
rivaling the birds in speed. 

Look around, see, think; realize what 
instruments have been to man; through them 
he has dominated the world, extended his 
world, and is actually creating another world 
— a new, better and brighter world. 

In the beautiful words of Newell Dwight 
Hillis, "Each new era brings new inspira- 
tions. God's method is always to surprise 
men by bringing forth the best wine at the 
last of the feast. Each new century wins 
so many new tools, arts and industries that 
in contrast the preceding one seems like an 
age of darkness. If we examine the tendencies 
of invention and the mechanical arts we shall 
find that even tools have become evangelists, 
and machines prophets of a new day. From 
every quarter come voices foretelling an 
age of wealth, happiness and comfort. Every 
time a river is enslaved a thousand men are 
set free. Every time an iron wheel is mastered 
a thousand human muscles are emancipated." 

In other words, God's work, the work of 
the world, is carried forward in the last 
analysis by practical ways and practical 



Abstract to concrete 

means; Moh^A/ crystallizes itself into M(«^j— 
bridges, roads, railroads, sanitary appliances 
uid methods — practical methods. 

We feel therefore that a little practical, 
descriptive and even technical information 
will not be, at the present juncture, out of 
place because wc present to the physician an 
instrument through which he can enlarge 
himself, enlarge his sphere, and enlarge the 
good he is capable of doing; he naturally 
wishes to know the details of that instru- 
ment, and to judge, by a process of reason 
and comparison, whether it is as good an 
instrument as is manufactured for the money 
and for the special purposes it is designed for. 

Wc will conclude with a brief business 
talk to men who, on the whole, are so ab- 
sorbed in their profession as to lose sight of 
the fact that the great world they so ably 
serve owes them a competence as well as a 
living. We will try to help the Doctor help 
himself by a little business talk that we 
hope will not be deemed out of place. That 
talk is embodied in the concluding chapter 
of this book. 



CHAPTER XV 

THE THOMPSON-PLASTER 
ELECTRICAL CABINET 

THE Thompson-Plaster Electrical 
Cabinet illustrated on the opposite 
page contains a whole office mechan- 
ical equipment occupying a floor 
space of but i8 x 22 inches. 

Within this compact space, the physician 
finds, at an extremely moderate price, many 
of the appliances he earnestly desires to have, 
but which, singly, a prohibitive price has 
debarred him from using. 

MODEL A 

This will operate on either the alternating 
or direct current, but we must know in ad- 
vance which current you have so as to adapt 
the motor to the current. 

Any style of finish of cabinet may be ob- 
tained. 

This style has the 191 6 Thompson-Plaster 
pump. 

It occupies floor space of only 18 x 22 
inches. 

It embraces: 
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Model C cabinet 

1. Tankleas romprcssed air from to 40 Iba. 

2. Complete nebuUiiag outfil. 

3. Electric heater for fluids. 

4. Electric heater for air, 

5. A deeply penetrating vibralion. 

6. Full tet of vibratodes for surface and cavi- 

7. Heat and vibration applied simultaneously. 

8. Bier's hyperemia by vacuum. 

9. Full set of cups for vacuum, both glass and 

10. Lung develop<r and Eustachian tube 

11. Pneumo massage or vibrating vacuum. 

12. A handsome cabinet in any finish. 

A dry-cell Faradic current can be attached 
to this outfit when desired. 

MODEL B 
This outfit is specially built for dentists, 
and literature will be sent on request. 

MODEL C 

Mounted on a handsome marble plate we 
have a high-power, high-frequency coil which 
adds greatly to the value of this cabinet. 
It has therefore not only the mechanical 

Ian. 3. IQ16. 
LchioE, which after reaiooable 
' finl bou»hc it ■ "■ 
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features of A but a number of the electrical 
modalities, as will appear from list of features 
below. 

It embraces: 

1. Tankless compressed air from to 40 lbs. 

2. Complete nebulizing outfit. 

3. Electric heater for fluids. 

4. Electric heater for air. 

5. A deeply penetrating vibration. 

6. Full set of vibratodes for surface and cavi- 
ties. 

7. Heat and vibration applied simultaneously. 

8. Bier's hyperemia by vacuum. 

9. Full set of cups for vacuum, both glass and 
rubber. 

10. Lung developer and Eustachian tube 
opener. 

11. Pneumo massage or vibrating vacuum. 

12. A very valuable high-frequency current 
that is adapted to the most delicate or the heaviest 
uses and under perfect control. This is probably 
the most valuable current in electro-therapy. 

13. Complete set of vacuum eiectrodes — sur- 
face, rectal, vaginal, urethral, nose and throat 
with universal insulated handle. 



Physidana Specialty Co., 
Leesburg, Va., 

Dear Sirs: — ^Am pleased to aay your Electiical Cabinet it 
everything you say for it. 

It is a very good office practice builder; has a good appearance 
and leaves a good impression with the patient aside from relieving 
him of "his lumbago." 

Not the least of its advantages is its compactness — everything 
under the same top. 

Have not had a thing to break or go wrong with it since I 
bought it eight months ago although in daily use. 

Very truly yours, 

(Signed) A. V. Hicks, 

5408 Penn Avenue. 

Pittoburg, Pa. 
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15. D'Ai-Koval cumot. This has sufficient 
amperage for auto-condensation work ia lower- 
ing blotxl pressure, etc. 

16. Auto-condensation pad with all 

17. Cautery transformer. Under perfect 
positive regulation. With three pla " " ' ^ 
a pair of extra flexible cords and handle adjuat- 
able to five positions. 

18. Diagnostic light controller. With illum- 
inator, long cords and lamps. Has wide range 
and will control perfectly any lamp mad """ 
diagnostic purposes. 

19. Sinusoidal current. With corda 
handles. 

20. Sinusoidal and pneumo nuusage caa 
used simultaneously. 






This cabinet is specially adapted to the 
needs of the general practitioner in cities 
where there are specialists in X-ray work 
and where there is no need or demand for 
this class of work. Ear, eye, nose and throat 
specialists also find in this cabinet just what 
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125 W. Fifth SLicct. 
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Ozone generator 

they have long been looking for in way of 
office equipment. It embraces practically 
ail the features needed by specialists in this 
line of work. We omit rectal and vaginal 
electrodes and vibratodes and other acces- 
sories not needed and substitute special eye, 
nose, throat and ear appliances such as: 

Ad eye magnet. 

Electro surgical instrument corda for all the 
different styles of scopes made by them. 

Fischer suction bottle with silver catheters. 

Ozone generator. 

Or any part of such equipment as may be 




Our dry hot air attachment is specially 
valuable to the specialist in this line. 

Heat is obtained from the cautery. It is 
therefore under perfect control as to volume 
and temperature which is absolutely neces- 
sary for ear and other delicate work. 



■Dod vorlt for mt iittht alons. ThELnJcing you, I am. 
I Very icBpecCfuUy youra, 

H. B. SniTB. M. D,. 




NASAL SUCTION 

Nasal Suction is valuable Tor c 
purulent (liacharEC from nasal ainuscB. '"Dr. W. H, 
Hatkini ubm this method in nasal practice Tor cleaning 
out the ethmoid celli, frontal sinua, antrum and sphenoid 
cetli, He uses It with a eustachian catheter and it will 
take out any secretion you can get at. You see where it 
ii coming from, put in the catheter, and suck it out, 
leaving the membrane clean for the application of what- 
ever you may wish to make. He also uses it in mastoid 
surgery, and when it comes to working in the middle ear, 
it can be kept absolutely clean. It does all the sponging 
in mastoid work, and greatly shortens the work. You do 
not have to atop for anyone to sponge, but simply follow 
the catheter in the field of operation. If any one once tries 
it, he will be very quickly converted into using it." 
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SUPERHEATED ATR IS A MEASURE OF 
GREAT VALUE 

Hopkins, of Cleveland, in treating chronic catarrha.! 
deafness, employs an electric compressed air heater. He 
has treated sixty-four cases of ankylosis of the stapes, 
with but four failures, and these had labyrinthine involve- 
ment. Technique — The ear is cleansed with alcohol; 
narrow strips of gauze are packed in the ear and a large 
pad of gauze placed over it and air sent into the canal 
at a temperature which gradually reaches 400 degrees. 
One ear only Is treated on any one day. Treatments are 
given three times weekly for three to twelve months. 
After the superheated air treatment, inflate the Eus- 
tachian tube with a warm vapor. 

Ferran is also an advocate o( hot air in otology. In 
cases of tubal catarrh the results have been far better 
than by any otlier method. He reports cases which 
returned to normal hearing whea little improvement had 

t am lulng your macblnE every day. t have bad aomc woadcffol 
Voore topectlully. 





Model D cabinet 

been previously obtained. Cases of trigeminal neuralgia 
are quickly relieved by directing a stream of warm air 
toward the juncture of the branches of the trigeminus. 
The Air Heater shown in cut is exceedingly convenient 
and may be employed with the pump in administration 
of superheated air, or medicated vapor may be passed 
through the heater and administered to the ear or nose. 

MODEL U 

This is another dental cabinetj and we will 
be glad to send literature if interested. 

We often find that a physician and a 
dentist have a communicating office with 
probably a waiting room in common. In 
such cases this style outfit may be of interest 
as the physician can use it in his practice 
and he can also do the X-ray work for the 
dentist. 

In a few minutes he can have for the 
dentist a radiograph showing conditions of 
filling; locate roots; locate pus sacs and 
many other things of great value to the 
dentist. 

We teach you to make dental films and 
the dentist will call on you daily for radio- 
graphs when he realizes their value to him. 



I am. iKcieccfuUy. I 

Dk. Cbakles a. Ciauton. 

St, Johiabuty, Vt. 
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MODEL E 

It embraces the following features: 

1. TANKLESS COMPRESSED AIR. No 
laborious pumping. No waiting. No more tanks 
with stale, stagnant air. Pure, sweet air is 
pumped as needed, delivered under pressure de- 
sired, and the pressure is uniform. 

2. A NEBULIZING OUTFIT. With bottles 
and tips for nebulizing, spraying and powder 
blowing. 

3. AN ELECTRIC HEATER FOR FLUIDS. 

4. AN ELECTRIC HEATER FOR AIR. Dry . 
hot air can be delivered up to any temperature the 
patient can endure. Volume adjustable. Ap- 
plicators for using locally over any area are in- 
cluded. 

5. A PENETRATING VIBRATOR. A 
Vibrator that can be controlled by the thumb 
while treating and which gives patient any kind 
of treatment from a gentle thrill to a deeply pene- 
trating vibration, and the operator gets no vibra- 
tion. 

6. A FULL SET OF VIBRATODES FOR 
SURFACE AND CAVITY WORK. 

7. HEAT AND VIBRATION APPLIED 
SIMULTANEOUSLY. 

8. BIER'S HYPEREMIA BY VACUUM. 



I purchased one of your H. Machines a couple of months ago, 
and will say am well pleased with same. I have been very successful 
in reducing high blood pressure. Cured an epithelioma on the lip, one 
case of ulcer of the sigmoid flexure and several other very trouble- 
some diseases. I treat chronic cases altogether, and find the high- 
frequency currents very beneficial in my practice. The X-ray is ^so 
very fine. I had the pleasure of photographing some gall stones, 
tumor of the stomach, prolapsus of the stomach and many more 
too numerous to mention here at this time. 

J consider it a grand machine in competent hands. 

Yours respectfully. 

G. B. Ross, M. D.. 

715 Herskowits Building, 

Oklahoma City, Okla. 
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9. FULL SET OF VACUUM CUPS AND 
ANY DEVICE EVER GOTTEN UP BY DR. 
BIER CAN BE USED ON THIS APPARATUS. 

10. A LUNG DEVELOPER AND EUS- 
TACHIAN TUBE OPENER. 

11. VIBRATION, VACUUM AND SINU- 
SOIDAL CURRENT APPLIED SIMULTAN- 
EOUSLY. 

AP- 

13. HIGH-FREQUENCY CURRENTS. The 
most powerful and valuable current in Electro- 
therapy. Frequency regulation and strength 
of current are both under perfect control. 

14. COMPLETE SET OF VACUUM ELEC- 
TRODES. Surface, rectal, vaginal, urethral, noae 
and throat. With universal insulated handle. 



17. CAUTERY TRANSFORMER. Under 
perfect and positive regulation. With three 
platinum knives, a pair of extra flexible cords, 
and a handle adjustable to three poEiciona. 

18. DIAGNOSTIC LIGHT CONTROLLER. 
With illuminator, long cords and lamps. Has 
wide range a.nd will control perfectly any lamp 
made for diagnostic purposes. 

19. SINUSOIDAL CURRENT. With cord 
and handles. 

20. X-RAV CURRENT. With 6-inch, 
heavy anode lube, tube holder and fluoroscope 
of lasting qualities. 

21. AUTO-CONDENSATION PAD. 



Dk, Geoice W. Bowles. 

112Wat KjRiStnwt. 
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This is probably our most popular outfit 
as it embraces so many features and does 
all so well. It is the outfit for the general 
practitioner as he has so many different 
treatments at his instant command. The 
X-ray is sufficient in power for the ordinary 
emergencies of life and will prove a source 
of great satisfaction to see with the fluoro- 
scope or make radiographs of broken bones, 
locate foreign bodies, etc. It has the highest 
power X-ray and the heaviest amperage 
high-frequency possible to build in same 
instrument occupying the same space. 

The following exposure chart will give you 
an idea of the range of the X-ray. 



Owing to the fact that so many factors 
enter into the determination of the proper 
lengths of exposures, the following schedule 
is only approximate. 

It is based on a medium-weight patient, 
with lever "K" on point 4^ "E" on X-ray; 
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Exposure chart 



and "F" on point marked "Strong"; and 
using Paragon Plates. 



Ptfttobt 

Hand 15 

Wrist, lateral.. . 15 

Wrist, ant.-post. 15 

Elbow 15 

Foot, lateral.... 15 

Foot, ant. -post . 16 

Ankle, lateral... 15 

Ankle,ant.-post. 17 

Upper Arm 17 

Knee 17 

Shoulder 17 

Head, lateral. . . 18 

Head of Femur. 18 

Chest 18 
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For patients weighing over 150 pounds use a 
trifle longer exposure than above. For smaller 
patients, shorten time. 

If you are interested specially in very 
high power X-ray we call your attention to 
Model H. Or, if you are specializing in electio 
therapy or expect to do so and want highest 
power possible D' Arson val, see our Model F. 



Jane 7, 1915. 

In answer to your inquiry of June 1, 1915, in which yon 
aiked me to express my opinion of your cabinet, I am gc^ng to be 
frank, honest and brief and say, having used it for one year I do not 
regret buying same and I would not care to get along without it and 
am willing to pay double the price charged for it, rather Uum be 
without it. I am. 

Cordially yours, 

(Signed) Dr. C. W. McKxe. 

Greensburgf Piu 
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MODEL F 

It embraces the following features: 

1. TANKLESS COMPRESSED AIR. No 
laborious pumping. No waiting. No more tanks 
with stale, stagnant air. Pure, sweet air is 
pumped as needed, delivered under pressure de- 
sired, and the pressure is uniform. 

2. A NEBULIZING OUTFIT. With bottles 
and tips for nebulizing, spraying and powder 
blowing. 

3. AN ELECTRIC HEATER FOR FLUIDS. 

4. AN ELECTRIC HEATER FOR AIR. Dry 
hot air can be delivered up to any temperature the 
patient can endure. Volume adjustable. Ap- 
plicators for using locally over any area are in- 
cluded. 

5. A PENETRATING VIBRATOR. A 
Vibrator that can be controlled by the thumb 
while treating and which gives patient any kind 
of treatment from a gentle thrill to a deeply pene- 
trating vibration, and the operator gets no vibra- 
tion. 

6. A FULL SET OF VIBRATODES FOR 
SURFACE AND CAVITY WORK. 

7. HEAT AND VIBRATION APPLIED 
SIMULTANEOUSLY. 

8. BIER'S HYPEREMIA BY VACUUM. 



I most say that my cabinet has i»roven itsdf a splendid invest- 
ment in a number of cases. 

Last week I was able to locate a large Canadian one-oent piece 
in the ttsophagus of a three-year-old child, and to remove it without 
difficulty, to the great joy of the child's parents and to my proper 
satisfaction. Yesterday I made a successful radiograph of a lower 
maxilla and discovered a fracture as the result of a blow from a horse's 
foot on my patient's jaw. On the fourth I took a radiograph of a 
broken leg. a very bad compound fracture three weeks old. 

I enclose radiMraph of a hand which I made Thursday, simply 
as a matter of practice. I never saw any finer detail in any X-ray 
picture. You may pass it to your Mr. Moeckd if he wishes to show 
what a novice can do with your Cabinet, Model H. 

Yours very truly. 

C. J. Vbhiot. M. D., 

BathUFSt, N. B. 
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9. FULL SET OF VACUUM CUPS AND 
ANY DEVICE EVER GOTTEN UP BY DR. 
BIER CAN BE USED ON THIS APPARATUS. 

10. A LUNG DEVELOPER AND EUS- 
TACHIAN TUBE OPENER. 

n. VIBRATION, VACUUM AND SINU- 
SOIDAL CURRENT APPLIED SIMULTAN- 
EOUSLY. 

12. VIBRATION AND VACUUM AP- 
PLIED SIMULTANEOUSLY. 

13. HIGH-FREQUENCY CURRENTS. The 
most powerfQJ and valuable current in Electro- 
therapy. Frequency regulation and strength 
□f current are both under perfect control. 

14. COMPLETE SET OF VACUUM ELEC- 
TRODES. Surface, rectal, vaginal, urethral, nose 
and throat. With universal Insulated handle. 

15. SPECIAL FULGURATION ELEC- 
TRODE. For warts, molea, etc. 

16. D'ARSONVAL CURRENT. High am- 
perage and perfect control of an ejttreme high 
frequency for Auto-condensation. 

17. CAUTERY TRANSFORMER. Under 
perfect and positive regulation. With three plat- 
tauni knivea, a pair of extra flexible cords, and a 
handle adjustable to five positions. 
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IS. DIAGNOSTIC LIGHT CONTROLLER. 
VMi iUuminator, long cords and lamps. Has 
wide range and will control perfectly any lamp 
made for diagnostic purposes. 

19. SINUSOIDAL CURRENT. With cords 
and handles. 

20. AUTO-CONDENSATION COUCH. Ex- 
tra large and heavily insulated. 

21. DIATHERMIC CURRENT. With 
complete set of electrodes in pairs for local or 
enlaiged area application. Under simple con- 
trol tor any amount of amperage from zero to 
all that can be safely applied. 

22. MILLIAMPERE METER. For meas- 
uring the amount of current in Auto-condensa- 
tion or Diathermic treatments. 

25. AN OZONE GENERATOR can be 
added if desired. 

We are proud of this outfit as it gives 
very heavy amperage D'Arsonval and Dia- 
thermy and is a valuable treatment outfit 
for the physician who specializes in this line 
of treatment. 

The multiple-spark gap is apparently a 
necessity in the construction of this high- 
amperage outfit and the difficulty heretofore 
has been the fact that the spark gap soon 
gets too hot; and in addition to this objec- 
tionable feature is the fact that these 



The X-ray attachment has to me proven entirely satisfactory, 
sad inroven invaluable in my fracture cases. I can dte an instance 
of a fractured right clavicle in a stout woman, having been eUarly 
located with my Thompson-Plaster X-ray attachment. 

After using the cabinet over* a period of six months, the worst 
I can say is that "It has done well, all that they have claimed for it." 

Respectfully, 

Da. Edwin S. Minnbr, 

Main Street, Egypt, Pa. 




Probably 5,000 milliamperes of current 
can be obtained if ever needed. This is one 
of the newer currents in electro-therapy or 
at least its method of application is com- 
paratively new in this country. Before the 
outbreak of the European War Nagelschmidt 
and other German physicians were experi- 
menting largely with this current and their 
medical journals have chronicled many in- 
teresting and encouraging reports of results 
obtained. 

We are reproducing on page 95 an article 
read before Essex County Medical Society 
by Dr. A. C. Geyser, of New York City, 
in which he gives his experience with this 
current. 

The photos shown facing pages 84 and 103 
illustrate several methods of application of 
"Diathermy" or heat penetration as used by 
Dr. Omar T. Cruikshank in the treatment of 
pneumonia, any congested condition of the 
lungs and pulmonary tuberculosis. 

Dr. Cruikshank says: "By shifting the 
front of the electrode over the stomach very 
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prompt relief is given to acute indigestion, 
heartburn, and sick headache. 

"Shifting the electrode over the heart will 
cure false angina, and give great temporary 
relief to the true angina pectoris, promptly re- 
lieving the pain, and giving hours of comfort. 

"If taken in the earlier stages, pulmonary 
tuberculosis can be cured, and stay curedi 
by a proper use of Diathermy combined with 
X-ray and proper hygiene. 

"In pneumonia, I consider Diathermy a 
specific, having cleared up a number of cases 
of beginning pneumonia with one good treat- 
ment. Even in well-advanced cases I have 
seen the pneumonia cleared up in four or 
five days, using Diathermy alone. Three or 
four treatments daily were given, of fifteen ' 
to twenty minutes each, depending on then 
amperage, with a four-inch metal disk con-^- 
nected to one D'Arsonval post placed oni 
front of chest and tlie other pole connected,] 
to the chair placed under the patient's badcj 

"Pass seven to twelve hundred milliam- I 
peres of current or more for fifteen minutes or J 
until it feels quite warm to patient, then move.1 
metal disk to a new place and repeat untilM 
the whole chest is thoroughly warmed up^^ 

unmuch plcaKd with thp cahiD«t and Uie results It brlnci 
Yours truly, 

L. H.i_L Tnil>*NT, M. D.. 
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being very careful to make very good contact 
with the metal disk to the chest wall, for 
if the disk is tilted to one side, and does not 
make good contact, the current jumping 
from the loose edge of disk will very quickly 
blister the skin. 

"Another method is to apply two eight- 
inch pads Spongioline, well wet with a satu- 
rated solution of salt water, to opposite 
sides of chest, apply current until patient 
complains of the heat, then move both pads. 

"Remembering that the sensations of the 
patient can only be taken as a guide when 
they are active, watch your meter and do not 
use enough to do harm, especially when 
using heavy amperage." 

MODEL H 

This outfit has been built specially with 
high-power X-ray in view, hence giving a 
very high voltage. It is so simple to oper- 
ate, ten minutes' instruction is all that is 
necessary. No multiplicity of switches and 
levers — simple to operate. The attached ex- 
posure chart will give you an idea of its use- 



[mplc, ouy to liaadle, a 

Yourt truly, 

Geokce H. Cobb. M, D.. 

117 IrviDitoo Avcout, 
South OiBDgc, N.J 
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fulness and its range. In fact, it will do 
everything that you would not send to a 
specialist, anyway. 

In tissue work, of course, the ability to 
read the plate after made is the most difficult 
part, and you would prefer to refer such cases 
to an expert who has spent years of his time 
in interpreting the meanings of the various 
lights and shadows shown in this class of work. 

In reducing fractures it is certainly so 
much more satisfactory to be able to see 
just what you are doing and therefore take 
no chances, and radiographs as records of 
your work will eliminate danger of lawsuits. 

The annexed exposure chart will give you 
an idea of its range and field of usefulness. 

It embraces the following features: 

1. TANKLESS COMPRESSED AIR. No 
laborious pumping. No waiting. No more tanks 
with stale, stagnant air. Pure, sweet air i* 
pumped as needed, delivered under pressure de- 
sired, and the pressure is uniform. 

2. A NEBULIZING OUTFIT. TOth bottle* 
and tips for nebulizing, spraying and powder 
blowing. 

3. AN ELECTRIC HEATER FOR FLUIDS. 

4. ANELECTRICHEATERFORAIR. Dry 
hot air can be delivered up to any temperature the 
patient can endure. Volume adjustable. Ap- 
plicators for using: locally over any area are in- 

5. A PENETRATING VIBRATOR. A 
Vibrator that can be controlled by the thumb 
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Model H cabinet S 

ng and which gives patient any kind 
. . t from a gentle thrill to a deeply pene- 
trating vibration, and the operator gets no vibra- 

6.' A FULL SET OF VIBRATODES FOR 
SURFACE AND CAVITY WORK. 

7. HEAT AND VIBRATION APPLIED 

SIMULTANEOUSLY. 

8. BIER'S HYPEREMIA BY VACUUM. 

9. FULL SET OF VACUUM CUPS AND 
ANY DEVICE EVER GOTTEN UP BY DR. 
BIER CAN BE USED ON THIS APPARATUS. 

10. A LUNG DEVELOPER AND EUS- 
TACHIAN TUBE OPENER. 

11. VIBRATION, VACUUM AND SINU- 
SOIDAL CURRENT APPLIED SIMULTAN- 
EOUSLY. 

12. VIBRATION AND VACUUM AP- 
PLIED SIMULTANEOUSLY. 

13. HIGH-FREQUENCY CURRENTS. The 
most powerful and valuable current in Electro- 
therapy. Frequency regulation and strength of 
current are botn under perfect control. 

14. COMPLETE SET OF VACUUM ELEC- 
TRODES. Surface, rectal, vaginal, urethral, nose 
and throat. With universal insulated handle. 

15. SPECIAL FULGURATION ELEC- 
TRODE. For warts, moles, etc. 

16. CAUTERY TRANSFORMER. Under 
perfect and positive regulation. With three 
platinum knives, a pair of extra flexible cords, 
and a handle adjustable to five positions. 

17. DIAGNOSTIC LIGHT CONTROLLER. 
With illuminator, long cords, and lamps. Has 
wide range and will control perfectly any lamp 
made for diagnostic purposes. 

IB. SINUSOIDAL CURRENT. With cords 
and handles. 
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Exposure chart 



19. X-RAY CURRENT. With 6-inch heavy 
anode tube, tube holder and fluoroscope of lasting 
qualities. 

DID YOU EVER SEE SO MUCH IN ONE 
APPARATUS? It is your kind of an apparatus. 
It is built for the doctor who wants to do things. 
See it at first opportunity, or send for literature. 
We have other styles. 



EXPOSURE CHART FOR MODEL H 
THOMPSON-PLASTER CABINET 

Owing to the fact that so many factors enter into 
the determination of the proper lengths and exposures, 
the following schedule is only approximate. 

It is based on a medium-weight patient, with lever 
"K" on point 4 and lever "C" on point 6, and using Para- 
gon Plates. 

Btdiopifkid from 

Hand 15 

Wrist, lateral... 15 
Wrist, ant.-post. 15 

Elbow 15 

Foot, lateral.... 15 
Foot, ant.-post . 16 
Ankle, lateral... 15 
Ankle,ant.-post. 17 

Upper Arm 17 

Knee 17 

Shoulder 17 

Head, lateral. . . 18 
Head, ant.-post. 18 
Head of Femur. 18 

Chest 18 

Spine 18 

For patients weighing over 150 pounds use a 
trifle longer exposure than above. For smaller 
patients, shorten time. With lever "C on point 
5, add 50 per cent, to exposure. With lever **C" 
on point 4, double the time of exposure. 
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ModdH portable 

MODEL E PORTABLE 

This is combination X-ray and treatment 
outfit and is in convenient form to be trans- 
ported from place to place as occasion may- 
demand. It embraces the following features: 

High frequency. 

Diagnostic light. 
Sinusoidal. 

This is the same as the top to our Model E 
and reference is made to it for further in- 
formation. 

The price of this outfit completely equip- 
ped is only ?i6o in easy payments. Thus we 
place it in reach of every physician. 

MODEL H PORTABLE 
This is built in handsome cabinet with 
disappearing handles on each side, and hence 
when necessary to move it from place to 
place it can be easily done, although it is 
quite heavy coil. It embraces the following: 

Heavy X-ray. 
High fretiuency. 
Cautery. 
Diagnostic light. 

For exposure table see Model H. 
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90 The pump 

On all our outfits that embrace electrical 
modalities we have a lever control for which 
patent is pending, that is valuable. 

Heretorare, the control has been by spark 
rod or spark gap and it often gives unsteady 
and varying current. In treating delicate 
mucous linings, to have the current run up 
on you causes your patient an unpleasant ex- 
perience. With our control we eliminate the 
spark rod and have perfect and absolute 
control of the current and we can thus treat 
the most delicate oi^n, and in an instant 
we can have a powerful current if needed. 
With this control you can get just what you 
want and can hold it at that point through- 
out the treatment. This is a very important 
and valuable feature. 

THE PUMP 

One of the greatest difficulties that has 
confronted us in the construction of the 
Thompson-Plaster Electrical Cabinets has 
always been the pump. To build a com- 
bination atr and vacuum pump is not a great 
mechanical problem, but to devise one that 
met our demands has consumed a long time 

t un moch pleotd with the Thompna- 
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T. J. O^ULUVAN, M. D., 

31fi CoDOtM St.. 
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and has been worked out only after much 
experimentation involving considerable ex- 
pense. We searched the entire field with 
hope of finding one adapted to our needs, 
tried several, and found them all lacking in 
one or more essentials. 




SECTIONAL VIEW OF MOTOR AND rOMP 

Our specifications for our pump were as 
follows : 

1. To have two entirely independent and 
securely separated cylinders — one for the com- 
pressed air and the cither for vacuum. (Practi- 
cally a!I such pumps heretofore constructed have 
either a single cylinder or the separation between 
the two is not sufficient and consecjuently they 
may become a source of infection instead of a 
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) iM under potEct cuulrjI at 
alt times so tiian i smpie muveoKnt of tte 

wilt -^ instandy cut it ,:if laidicly. 

4. Pressure to be -jnder perfect cantml id 
rinnvenient'.y located lerer to be *« at aajr 
pr*«i>ire fr:im ro 40 aad a anifumi hiljsuh. 
maintaJTWrj. CTlie iuipcrtance of thus pe rf ec tl y 
r*'>n trilling the volume and preanm is ikx aaty 
1^ value in n>Me anrt thraac worfc but is also of 
gf'iit importance in treating with dry hoc air.) 

5, Ttx! valves controlling air a 
mtHf it'it be cifnpltcated. 
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The pump * 

6. Higher vacuum required tiian heretofore 
obtained and under perfect and instant control, 
(In handling high vacuum it is often necessary 
to release same instantly.) 

7. A deeply penetrating vibration stroke re- 
quired, but not suificient to bruise tissues. 

8. Pneumo massage or a vibrating vacuum 
required of sufficient power and frequency to be 
useful and also capable of regulation at wilt. 

9. Absolutely no gearing in the entire me- 
chanism. (This feature is best apjireciated by 
those who have tried to use outfits with gearing.} 

10. Direct connection between motor and 
pump with perfect elasticity of the coupling (thus 
prolonging the life of both) . 

11. Ap 
operation i; 

apparently our most difficult problem 
were always sure it could be done. A noisy 
pump is very objectionable to nervous patients 
and it often gets on the nerves of the operator.) 

12. Perfect balance r>f all moving parts. (This 
means freedom from pump troubles and long life.) 

13. All moving parts to work in the best of 
bronze bearings. 

14. Perfect insulation between motor and 
pumps. 

15. Vibration of pump reduced to minimum. 

16. Finest of material and workmanship used 
in construction. (With the soaring prices oi these 
war times this feature has been hard for us to live 
up to, but we shall continue to do it.) 

17. All parts strictly interchangeable, so no 
difficulty in getting repairs if ever necessary. 

18. One point oiling for all bearings so as to 
give the owner the least possible trouble in keep- 
ing bearings oiled. 

19. Precision in manufacture — every part 
to be made by machine specially adapted to our 
work and thus hisuring perfect working of all 




The pump 

20. The beat motor on the market without 
limit aa to price. (After trying out various typea 
and styles we adopted the Holtzer-Cabot aa best 
adapted to our needs, notwithstanding the lact 
that it cost us iliore than other makes.) 

21. Finally, a pump that we could at any time 
submit to any good mechanic feeling assured oE 
his favorable opinion. Not simply something 
that answers the purpose, but a piece o( me- 
chanism that will readily be recosnized by 
experts as having been constructed by master 
mechanics. 

With these specifications as a chart to 
guide us we sought mechanics of great skill 
and were fortunate enough to put the matter 
in the hands of the master mechanic and head 
draftsman of a well-known adding machine 
employing men of great abihty and skill in 
their line accustomed to work out compli- 
cated problems and to construct apparatus 
where absolute precision and high-grade 
workmanship are essential. 

These gent'emen solved our problems to 
our entire satisfaction, fully complied with 
every specification, and gave us what we have 
long sought in the Thompson-Plaster Pump. 

In the pump, as in every other feature of 
the cabinet, we are building for service and 
not simply to sell. 

I am gettins eood results with my machine, especially with 
the Diitheimic (nd Aulo-CDndeoBatlon. 
Yours Kills'. 

W. J. MXADOWi, M. D.. 
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THE HIGH FREQUENCY CURRENT 
Its Effects Upon the Patient 
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DIATHERMIC 

THEN the two poles of this current 
are appHed to any part of the body, 
there is not, or should not be, the 
slightest sensation. After a few 
minutes the part treated becomes sensibly 
warmed. The patient will tell you that each 
pulse beat can be perceptibly felt within that 
region. Upon inspection the parts appear 
hyperemic, feel hot to the touch and are 
covered with a profuse perspiration. We 
have produced some of the cardinal symp- 
toms of inflammation — heat, redness and an 
increased blood supply. We have within 
the region treated all the elements necessary 
for a natural repair. This effect as we have 
seen did not proceed from without inward, 
but, on the contrary, from within outward. 

From time immemorial heat in some form 
or other has been used to illcviate pain. 
This heat w*5 always some external agent 
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and the greatest heat was always upon the 
outside. It is easy to anderstand how diffi- 
cult it must be, or even how impossible it is, 
to heat any deep-lying structure at all by 
the external application of heat. The blood 
stream has a constant tendency to equalize 
the temperature. The heat so applied ex- 
ternally always had to be greater upon the 
outside than it could ever be upon the inside 
of the body. Yet would you be willing to 
that such external application of heat 

rper caused any relief? 

How much more should you expect from 
an agent that produces its greatest effect 
upon the inside with hardly any effect at 
all upon the ou tside ? Furthermore, the 
heat so produced upon the inside lasts for 
several hours; it is not dissipated. The 
explanation is this: As has been previously 
stated, closely associated with the process 
of inflammation is the one of chemotaxis, 
and this chemotaxis is an electrical phenom- 
enon. Inflammation without this chemo- 
taxis is futile and inadequate. Clinical ob- 
servation has proven that the opsonic index 
is always higher after a general high-fre- 
quency treatment. 

The reaction then that is produced in the 
tissues by the application of the high-fre- 
quency current is a physiological inflamma- 
ion plus a strong or positive chemotaxis. 
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Now, having the agent, understanding its 
physical properties, appreciating the physi- 
ological reaction of living cells, it seems easy 
to deduce the therapeutic indications. 

Let me call your attention to just a few 
conditions where actual experience has jus- 
tified the use of this agent, almost to the 
exclusion of everything else. 

TIC DOULOUREUX 

The pathology of this, one of the most 
excruciating afflictions of mankind, is wholly 
unknown. Neither is there a therapeutic 
agent known to the medical man; the surgeon 
at best may give relief for from four to six 
weeks by a resection. I have never seen a 
case of this kind that did not respond at 
once to the first treatment. I have had most 
rebellious cases requiring treatment twice 
daily. But in the course of three or four 
days the pain ceased, while after four to 
six weeks more the pain has remained in 
abeyance for two years and more. 

Technique — One electrode, the indifferent 
one, is made from a piece of flexible tin the 
size of the sound side of the patient's face; 
cut around the margin of the tin so as to fit 
snugly the contour of the entire side of the 
head reaching from the temple to chin and 
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from in front of the ear to margin of nose and 
eye. This electrode is attached to one of 
the flexible cords of the apparatus. The 
other or the active electrode is made of a 
similar piece of tin about the size of a silver 
dollar, slightly scooped out on one margin 
half moon-shaped to fit snugly in front of 
the ear upon the painful side and then at- 
tached to the other conducting cord. The 
patient is best treated in a reclining posture 
lying upon the sound side and so making 
firm and even pressure upon the indifferent 
electrode by the assistance of a soft pillow. 
After the active electrode has been placed 
in position, a small sandbag 4x4 inches 
is used as a pressure to insure firm and even 
contact. Everything being now in readi- 
ness, be sure that the spark gap is com- 
pletely closed; turn on the current and gradu- 
ally open the sliding rod to the spark gap. 
No sensation beyond that of a gentle warmth 
must strike the patient. The current, if 
everything is correct, is now increased by 
opening the spark gap until the meter at- 
tains a reading of 750 milliamperes. If 
there is no complaint from the patient after 
ten minutes, this may be increased to read 
1,000 milliamperes for another twenty min- 
utes. Remove the electrodes after the cur- 
rent has been gradually reduced to zero. 
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As a rule the patient will feel little or no 
pain and is ready to enjoy a sound sleep 
lasting from one to six or more hours. The 
entire treatment should be repeated once or 
even twice daily, depending upon the se- 
verity of the case. It sometimes happens 
that the pain, instead of remaining in one 
particular branch, shifts to others; then the 
same treatment should take place, but alter- 
nating from the painful area one day to the 
emergence of the nerve in front of the ear 
the next day. All narcotics can usually be 
stopped by the second or third day. 

ARTHRITIS 

Arthritis, rheumatoid, but especially the 
gonorrheal variety. Excluding morphine, is 
there any agent that will give the patient 
almost instant relief? After a thirty-min- 
ute application to a joint so tender that the 
patient can hardly bear the slightest touch, 
a change has taken place, and the same joint 
can now be freely moved. If this current 
served no other purpose than to temporarily 
stop the pain, it is still worthy of first place, 
because it gives the patient relief and the 
doctor an opportunity to employ early pas- 
sive motion and so prevent anchylosis from 
a gonorrheal arthritis. Those of you who 
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have had dealings with such cases will ap- 
preciate the force of the argument. 

Technique — The flexible electrode is ap- 
plied with a roller bandage to the part to be 
treated. The indifferent electrode must be 
several times the square area and so placed, 
if possible, that the current will flow be- 
tween the two electrodes at right angles to 
their surface. Should it be impossible to 
place electrodes of different sizes on account 
of the contour of the part, then two elec- 
trodes of the same size must be used. The 
main consideration is always to so apportion 
the size of the active electrode as to have 
the- heat penetrate to the most painful part 
of the joint. From i,ooo to 2,000 miliiam- 
peres should be used for thirty minutes 
daily or at least three times per week. 

CHROMIC GONORRHEA 

Every once in a while it so happens that 
a certain case of this disease does not get 
well under the stereotyped treatment. I 
have treated such cases that were still active 
after one or two years of more or less mis- 
treatment. An ordinary steel sound is con- 
nected to one pole, the other, a large metal 
electrode, placed over the abdomen, current 
turned on to a point of comfortable heat 
sensation within the organ. Allow this to 
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act for thirty minutes or more every day for 
one week, then every other day for two 
weeks more. At the end of this time there 
will be no more signs of the disease present. 

Occasionally it happens that an apparently 
chronic state is changed into an acute or 
sub-acute stage. There are two explana- 
tions, either there were present some active 
germs and in that case insufficient heat was 
used to destroy their vitality. It is well 
known that the tissues of the urethra will 
stand a temperature that, if often repeated, 
would kill all the germs without harm to 
the mucous membrane. 

The apparently acute condition may not 
be specific but simply the result of instru- 
mentation. Rest and cleansing, hot water 
douches usually put an end to this in about 
one week's time. Dictum in either case: 
use enough heat and time, see that all work 
is done surgically clean. 

CHRONIC PROSTATITIS 

The best results are obtained before the 
enlargement of the gland has taken place. 
This pre-glandular period lasts from three 
months to three years or more. The patient 
simply feels uncomfortable, has only slight 
difficulty in starting the stream, there is a 
spasmodic contraction of the calibre when- 
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ever the urine in the viscus reaches a certain 
amount, he is obliged to rise more often at 
night. What does medicine or surgery offer 
such a patient? The relief that he obtains 
after a single application of this current 
gives him confidence and his confidence is 
not misplaced. 

Technique— Use. rectal douche to empty 
bowel. Place a flexible metal electrode six 
by six inches over the lower abdomen, see 
that the metal is in firm and even contact: 
place the second metal electrode six by 
eight inches over the lower spine, connect 
these two electrodes to one binding post. 
The other is the usual rectal electrode made 
of metal. When the electrodes are in posi- 
tion, gradually turn on the current to a 
point of comfortable heat tolerance in the 
rectum for from twenty to forty minutes. 
In urgent cases this may be repeated daily, 
otherwise every other day. The treatment 
should be kept up for from four to six months. 
Allow the patient to rest for six months, then 
repeat for one month and so on until assured 
of permanency of prevention of the gland- 
ular enlargement. In the early stages of 
glandular enlargement this method is worthy 
of a two months' trial. If no marked im- 
provement has taken place at that time the 
case is then considered surgical. 
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JOINT TUBERCULOSIS 

If the destruction of the tissues has not 
so far progressed that no one but the sur- 
geon can offer any help, then this current 
will surprise the most skeptical. Apply a 
tinfoil electrode to either side of the joint, 
turn on the current to a point of comfort. 
Allow this current to run at least one to two 
hours per day. Where the reaction of Na- 
ture was wholly inadequate, in a few days 
sometimes a beautiful inflammatory process 
is set up with a profuse discharge of necrotic 
tissue and in a few weeks the healing process 
sets in that is wonderful to behold. 

TUBERCULOSIS OF THE LUNGS 

From actual personal experience I am 
willing to go upon record with the statement 
that I am almost convinced that every case 
of pulmonary tuberculosis in ihe first stage 
is curable by this current. Apply a large 
tinfoil electrode anterior and posterior over 
the affected area and pass through this five 
hundred to one thousand milliamperes for 
one hour twice daily. At the end of each 
treatment the patient is in a state of active 
reaction, the face is flushed, the perspira- 
tion upon his forehead, the thermometer 
shows a rise of one to two degrees by mouth. 
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Cervical adenitis 



The cough at first becomes worse, expec- 
toration more abundant. After two or three 
months the bacilli disappear from the 
sputum, the cough almost stops, the patient 
gains weight and he is convalescing. This 
is the time to send such patients to lead 
outdoor lives and all that goes with it. These 
patients return to express their gratitude, 
while others under similar circumstances, 
but not at first treated with this current, 
go on from bad to worse. I must warn you, 
however, against the possibility of starting 
a hemorrhage. When there is a history of 
a previous hemorrhage never use more than 
five hundred milliamperes, and at first reduce 
the time one-half. 



CERVICAL ADENITIS 

It is not always possible to say that a 
certain case of adenitis is tuberculosis, 

Before instituting treatment of any kind 
the local foci of entrance should be sought 
for and if found removed. Lesions upon 
the scalp may have caused the posterior 
group of glands to become enlarged; the 
tonsils, adenoids or naso pharynx, the mid- 
dle; while the teeth, gums, tongue and lips 
are drained by the anterior group of glands. 
Any or all of these regions may be the point 
of entrance of the tuberculous bacillus. 
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Whether the adeno-pathy is a tuberculous 
one or not matters really very little as far 
as the treatment is concerned, but if any of 
the glands or the tissue in the neighborhood 
has reached the stage of pus formation, in- 
dsion, excision and di:ainage should pre- 
cede the high-frequency treatment. 

Technique — ^Secure a piece of tinfoil of a 
size sufficient to extend beyond all the en- 
larged gland r^on. By cutting in at the 
edges of the tin it may be molded to fit the 
contour of the neck. This tinfoil electrode 
must fit the parts snugly and be kept in 
position by counterpressure. The other elec- 
trode is attached to the auto-condensation 
chair or couch. The current is turned on 
to a point of tolerance for twenty to thirty 
minutes daily, for four to six weeks, then 
less often until every vestige of the glands 
has disappeared. 

When the glands are numerous, large and 
of long standing, yet without the presence 
of pus, this technique should be followed by 
the application of the X-ray from a Cornell 
tube for five minutes after each treatment. 

COLITIS COLICA 

Every practitioner of medicine always 
has under his care one or more cases of 
chronic colitis. The regular treatment for 



this disease is about as unsatisfactory as 
anything can be. Apply a tinfoil over the 
abdomen and the back as large as can be 
placed, pass a current of two thousand mil- 
liamperes for thirty minutes daily for at 
least two weeks, then three times per week 
for four to six weeks longer. If the case is 
curable the patient will gain weight from 
the second week. So far I have treated 
only one case, which was of sixteen years' 
standing, that threatened to be a failure. 
It became necessary to make an artificial 
anus. With this and the treatment we arc 
now in hope of absorbing the adhesions 
and causing a proper reaction to take place, 
so that we may yet turn what appeared as a 
defeat into a success, or partial failure only, 

PLEURITIC ADHESIONS 

After a recovery from pneumonia or pleu- 
risy, it happens that adhesions remain, 
which, to say the least, are a hindrance and 
a future menace. The simple passing of 
this current will remove every vestige of 
these adhesions. 

Technique — After locating the site of the 
adhesions so place the tinfoil electrodes that 
the greatest heat will strike the region of the 
adhesions. 1,500 to 2,000 miiliampcres should 
be used for thirty minutes daily. At first 
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there is usually an increase in the cough and 
mucous expectorations, but there is an ab- 
sence of pain from the beginning. After one 
month's treatment the patient should be 
started on proper lung gymnastics while the 
diathermy is kept up at least every other day 
for two or three months longer. 

JOINT ANCHYLOSIS 

Although slow in its results, the final out- 
come is more than gratifying when this cur- 
rent has been faithfully and persistently 
used. The end to be obtained is always to 
create sufficient heat within the tissues to 
cause Nature to absorb the unnecessary 
fibrous deposit. 

EXOPHTHALMIC GOITRE 

The pathology is too speculative to be 
considered here, but every case of exoph- 
thalmic goitre will promptly respond to the 
high-frequency current. Not only is it 
possible to reduce the enlarged gland to its 
normal size, but the greatest change occurs 
in the general nervous manifestations of the 
patient. The pulse will after a very few 
treatments drop from 140 to 100 and lower. 
The nervous twitchings, the general rest- 
lessness of the body improves from the first 
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application. After the second month the 
patients regain their lost weight. 

Technique — A piece of tinfoil is cut and 
shaped to fit well over the enlargement and 
connected with one pole of the apparatus; 
to the other pole is attached a tinfoil as 
large as can be conveniently placed over the 
cervical and upper dorsal region. The last 
cervical and first dorsal vertebrie are usually- 
found to be very tender upon pressure. 
Both of these electrodes must be fitted to 
the contour of the parts and kept in position 
by a bandage. The current is turned on to 
a comfortable heat sensation for thirty min- 
utes daily if possible for six or eight weeks. 
At the end of this time the patient will feel 
almost normal again. Should the size of the 
■ gland be not sufficiently reduced, then al- 
ternate with X-ray exposures from a Cornell 
tube. This combined treatment usually has 
the desired effect. 



ASTHMA — BRONCHIAL TYPE 

Usually a neurotic type of stasis of the 
bronchial mucosa -with spasm of the mus- 
culature of the region. 

The pathology in these cases points to the 
therapeutic measure to be employed, the 
high-frequency current having the peculiar 
power of sending heat to the internal parts, 





thereby dilating all the neighboring tissues. 
This at once relieves the spasmodic condi- 
tion by emptying the over-distended vessels. 
If therefore this current is applied for a few 
weeks, even when no asthma is present, it 
gradually tends to a cure by prevention. 

Technique — Apply a tinfoil electrode over 
each upper part of the anterior chest wall 
connected with one pole; the other pole is 
connected to an electrode of similar size 
placed over the posterior part of the chest. 
About fifteen hundred milliamperes for thirty 
minutes daily or even twice daily for two or 
three weeks, then less often. Relapses after 
six months to one year are liable. 

In all the enumerated conditions we are 
dealing with results of inadequate reaction, 
known to us as the chronic stage. It must 
be perfectly clear that any agent that is 
capable of setting up the necessary elements 
of an adequate reaction is the agent indi- 
cated. 

This high-Jrequency current is the only 
agent that we know of today that is cap- 
able of causing a natural adequate reaction 
in any part of the body desired. There is 
no organ so hidden or so deeply seated that 
it cannot be reached by the heat of this cur- 
rent and, of course, without practically any 
effect upon the skin, excepting that of 
warmth, redness and perspiration. 



no The high-frequency current 

Neither will it te necessary, after exto/ling 
the various virtues of this current, to call your 
attention to the fact that this agent is not a 
cure-all nor a panacea for all the ills of man- 
kind, nor do I wish to be understood as ad- 
vocating this agent to the neglect of any other 
measure. 

If there is one thing that I am strenuously 
opposed to, it is the one-method treatment. 
During the use of the high-frequency current, 
diet and hygiene, even other therapeutic meas- 
ures, as tonics and eJiminants, must not he 
neglected. I am equally opposed to useless 
drugging or meddling. All our therapeutic 
measures must be in harmony with the pathol- 
osy of the disease and the physiology of the 
patient. 

But I do wish to emphasize and impress 
you with the underlying principle of why 
and how this current acts as a therapeutic 
measure. For, after all, it is the reaction of 
living cells to an agent that must he our guide 
in the selection of that agent. 




CHAPTER XVII 

A BUSINESS TALK WITH 
PHYSICIANS 

By H. a. THOMPSON 

"Neither the naked hand -nor the understanding, 
left by ilielf, can do much; the work is accomplished 
by inslrtiments and kelps, of which the need is not 
less for the understanding than the hand." — Bacon. 

IN June, igijj I called on a young phys- 
ician in one of the large cities of Ten- 
nessee. He was occupying a poorly 
equipped, dark and gloomy office over 
a drug store, but explained that it was rent 
free. In the course of a business conversa- 
tion, I was able to induce him to move to a 
better location by pointing out that some 
economies are expensive, and this was one of 
them. He caught my point, and, later, 
took a suite of rooms in a modern office 
building just erected by one of the city 
banks, and at the same time completed the 
purchase of one of our Physician's Com- 
bination Electrical Cabinets. 

Five months afterward I had the pleasure 
of seeing him again. He was really a trans- 
formed man, glowing with business enthu- 
siasm. After a most cordial greeting, he 
said: 
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of positions, and finally, with an expression 
of pleasure and surprise, said: "For the love 
of Mike, doctor, that pain is all gone!" 

That night Dr. Martin took his patient 
with him on a coon hunt and they followed 
the dogs nearly all night over the roughest 
country. The lumbago patient put in the 
following day on the streets of New Martins- 
ville telling everybody he met of the miracle 
Dr. Martin had performed. 

Both instances are strikingly illustrative 
of the great value of our Physician's Com- 
bination Cabinet, in bringing immediate 
relief under conditions that may well be 
described as spectacular and dramatic, and 
as a consequence pregnant with the most 
subtle advertising value. 

Suppose Dr. Martin had not been thus 
equipped. He would probably have pre- 
scribed salol or aspirin tablets and advised 
the patient to come back again if he did not 
get relief within twenty-four hours. The 
probabilities are that he would not have 
experienced any improvement in the time 
named. 

I have had your machine in use now about Gvc month), and 
I BID glad to lay |[ baa matt than paid far luelf slreuly. I don't 
■M hardly how 1 could get alone without it. 

V. Sum, M. D.. 

Shicvepint, Zm. 




A business talk 115 

This feature of practically instantaneous 
relief partakes in a large degree of the char- 
acter of a miracle in the eyes of the patient 
and all connected with him; it undoubtedly 
sets people talking and creates a most favor- 
able impression of the physician's skill and 
equipment. 

Dr. G. M. Crawford, of Lorain, Ohio, has 
grasped this fact when he states: 

"In reply to your inquiry, would say that I 
have been using your apparatus for several hours 
each day for the past two years and it has given 
entire satisfaction. I find it all you claim for it. 
No live, up-to-date, march-on physician who 
tries this apparatus would allow it to go out of 
his office. It gives remarkMe results, and that 
quickly" 

These results are attained because it 
works on approved therapeutic principles, 
which, employed in their right time and 
place, have undoubted therapeutic value. 



CHAPTER XVni 

CONCLUSION 

BUILD UP AN OFFICE PRACTICE 

There are few physicians viho have not, al some 
time during their slrenuous professional life, 
cherished the hope that "some day" they teould 
retire from general practice and devote tkeir entire 
time and attention to o^e viork. IF SUCH IS 
YOUR DESIRE, DOCTOR. BEGIN NOW. 
Don't tnake the mistake of thinking that oMce work 
is some sort of an easy piUow upon which you can 
fail after you have spent the best years of your life 
and exhausted your energies in general outside 
practice. Modern office practice, the kind which 
brings success, reputaticm and a good income, is not 
merdy limiting your work to the office treatment of 
the various chronics who drift from one physician 
to another, but it implies study, proper preparation 
and the necessary office equipment. If you katt 
not already laid the foundation for the future, 
BEGIN RIGHT AND BEGIN RIGHT NOW. 
— pHifsiciANs' Drug News. 



THE Thompson-Plaster Electrical 
Cabinet was demonstrated at the 
meeting of the American Medical 
Association, held at Atlantic City, 
June, 1914, and it can be truthfully said 
apparently excited greater interest and at- 
tention than a,ny other exhibit, though all 
appealed exclusively to physicians. 

It must be evident to the physician who 
has given this book a careful reading that 
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in our Thompson-Plaster Electrical Cabinet 
he acquires an exceedingly valuable auxiliary 
aid in the treatment of many diseases and 
complaints that flesh is heir to. 

There are today six thousand osteopaths 
in the United States who are enjoying good 
incomes from their practice and the number 
is increasing rapidly. The people they serve 
are the intelligent, conservative, wealthy 
element, and their fees are often higher than 
those secured by the physician. 

The secret of their success is that they 
frequently accomplish immediate tangible re- 
sults, sending the patient away with the 
feeling that definite progress toward cure or 
alleviation has already been made. 

That is a profoundly important psychologi- 
cal point. Every physician should realize it. 

A large proportion of the public — prob- 
ably a larger proportion than the average 
physician suspects — is being educated against 
the dosage of drugs. A number of publi- 
cations catering to health, physical culture, 
etc., have an enormous circulation and ex- 
tremely wide influence. 

These pubUcations, however, recognize and 
recommend massage, electricity, vibration, 
nanipulation, etc.; therefore, in using prop- 



Office practice 

erly equipped apparatus the physician is 
going with the tide of growing pubHc thought, 
not against it. 

It should be further realized that the 
modern physician is equipped with modern 
mechanical apparatus that aids him mater- 
ially in his treatments and those without 
such apparatus are handicapped by com- 
parison, not alone in results achieved, but 
by the constant, though silent, appraisement 
that the public Is continuously making. 

A most desirable development of the use of 
suitable apparatus lies in the fact that busi- 
ness resulting therefrom becomes essentially 
an office practice. Appliances cannot mani- 
festly be carried to the public, therefore the 
public come to the appliances. Recognizing 
the necessity of this step, there is no objection 
to it. 

Each physician is interested in three 
things: 

Therapeutic results. 

Profit. 

Less physical effort. 

These three things our Cabinet brings to 
him. Embodying and directing natural 
forces of recognized efficacy therapeutic re- 
sults must, as a consequence, follow. 



JiL 



A 



Office practice 119 

Profit is gained by increased business fol- 
lowing as a natural result of results achieved. 

Less physical effort is required as the 
Cabinet apparatus carries the entire burden 
of work required. 

The Thompson-Plaster Electrical Cabinet 
may make these entirely reasonable claims: 

1. It brings patients to your office where 
you can naturally give them far better at- 
tention. 

2. By conservation of effort thus achieved, 
it enables you to handle more patients. 

3. It brings cash in, as almost invariably 
this kind of practice is paid for at the time. 
It saves bookkeeping and avoids bad debts. . 

4. It enables you to establish regular 
hours, by definite appointments made in 
advance, thus utilizing the time otherwise 
dissipated in calls from point to point in 
wide intervals. 

5* In many instances result.^ Arf aciSMm- 
plished that would not be iXMi9iiU)<P by 4r^g 
dosage. 

We simply ask the rcmlrr il lh«^*^ vWv*c- 
tions arc not reasonable rtlWr |>i>cv**4l v*i tKi* 
book. If it is admitlc<l ihpy ^^^ ^^"^ ^^ 
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